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RICHARD IVIILLE 

A RACING MACHINE ON THE WRIST 


EXCLUSIVELY AT 


RICHARD IVIILLE BOUTIQUE 

RODEO DRIVE, BEVERLY HILLS 
310 . 285.9898 


www.richardmille.com 







CALIBER RM 028 DIVE WATCH 

LIMITED EDITION 

Automatic winding movement 
Adjustable rotor geometry 
Power reserve 55 h 
Bottom plate, bridges and balance cock made of titanium 

Double barrel system 
Eight-point-star-shaped torque and spline screws 
in grade 5 titanium for the bridges and case 
Date display at 7 o'clock 
Unique tripartite case 
Bezel turning unidirectionally following ISO 6425 norm 
Interior flanges in carbon fiber 
Water resistant to 300 meters 
Black DLC titanium with screwed titanium lugs 
and a rubber strap 



PRECISETIME... ANYWHERE ON EARTH 




CITIZEN. 


Eco-Drive SATELLITE WAVE 


citizensatellitewave.com 

ECO-DRIVE SATELLITE WAVE. A Worldwide Limited Edition with a Totally New Timekeeping System. Minimum 24 Navigational Satellite 
Monitoring. Reception Area: Worldwide. Perpetual Calendar. Caliber H990 Movement. World Time in 26 Cities. 50 Meter Water Resistant. 
Ceramic + Stainless Steel Case. Sapphire Glass. Ultra Precise AtomicTime Anywhere on the Face of the Earth. Light Powered EcdDrive 
Movement Never Needs a Battery. 


©2011 Citizen Watch Company 






Bell (8) Ross 

TIME INSTRUMENTS 



EVOLUTION OF THE BR MILITARY WATCH 


Pocket Watch PW1 0 49 mm ■ Wristwatch WW1 0 45 mm - Alligator strap 
Bell & Ross Inc. +1.888.307.7887 ■ information@bellrossusa.com ■ e-Boutique: www.bellross.com 







FOREWORD 


B Welcome 

to the 2012 

I Edition 

This 10th edition of the Buyer’s Guide is brought to you by 
Ebner Publishing International, publisher of WatcbTime. 

It is the only watch price guide on the U.S. market with 
entries organized by price. This allows readers to easily 
peruse technical specifications and photos of hundreds of 
watches to find watches that fit their budgets. The price 
categories range from under $500 to over $50,000. 

In addition to watch prices and specifications, the 
Buyer’s Guide offers information on current watch trends. 

This edition contains reports on the growing popularity 
of slim, classic-looking designs (“Classical Revival”) and 
of mechanical watches, especially complicated mechanical 
watches, for women (“Complicated Ladies”). 

It also contains a Pronunciation Guide to help with 
difficult watch brand names and watch terms. At the very 
end, there is a list of watch-company Web sites where you 
can find the names and addresses of retailers that carry 
the brands you’re interested in. 

To make future Buyer’s Guide editions as useful as 
possible, we invite readers to e-mail their comments and 
suggestions to info@watchtime.com. 

If you’d like to learn more about watches, take a look 
at our flagship publication, WatcbTime magazine, availa¬ 
ble at many bookstores and newsstands. For a subscrip¬ 
tion, please call 888-289-0038 or send an e-mail to 
custsvc_watch@fulcoinc.com. You can also subscribe to 
the magazine on our Web site, www.watchtime.com. 






Amy Bernstein 
Managing Editor 
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MILLENARY 4101 


AUDEMARS PIGUET BOUTIQUES 

65 EAST 57TH STREET, NEW YORK, NY 877.820.1652 
BAL HARBOUR SHOPS, BAL HARBOUR, FL 866.438.3550 

www.audemarspiguet.com 
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THE MAKING OF A LEGEND 



Introducing 

SIGNATURE 

PERPETUAL CALENDAR 
CHRONOGRAPH 

1/20 Second Chronograph 
One-Way Rotating Bezel 
200 Meter Water Resistant 
Anti-Reflective Sapphire Glass 


CITIZEN ECO-DRIVE 

Fueled by light, 
it never needs a battery. 

UNSTOPPABLE 


CITIZEN 

ECO-DRIVE 


REEDS JEWELERS 


SELECT LOCATIONS 


1.877.406.3266 


THE SIGNATURE COLLECTION 

citizen-signature.com 
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DEDICATED TO PERFECTION 

GRAND SEIKO. It started as a dream five decades ago. A dedicated team of SEIKO watchmakers set themselves a new challenge; to 
create a watch that would be more accurate, more reliable and more practical than any other luxury watch in the world. The result was 
Grand Seiko, a collection that is, simply, one of the best watches in the world. Today, the Grand Seiko tradition is celebrated in a 
mechanical watch with a 10-beat movement. Thanks to SEIKO'S advanced MEMS +1 technology and high-durability SPRON +2 alloy, the 
new high-precision escapement delivers an accuracy of -3 to +5 seconds a day 13 with a power reserve of 55 hours. What started as a 
dream has become a legend, proving the value of 130 years of dedication to perfection, grand-seiko.com 


+1 MEMS: Micro Electro-Mechanical System +2 SPRON is a registered trademark of Seiko Instruments Inc. +3 Mean daily rate measured in static positions 





The Blancpain 
Villeret Grande 
Decoration for 
Only Watch 2011, 
a unique piece 
with a Monaco 
landscape scene 
engraved on the 
movement plate 
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After years of pushing the 
boundaries of case size, 
cost and complications, 
watch brands have redis¬ 
covered the appeal of 
classically simple dials, 
modest dimensions and 
accessible price points. 



Simplicity is the final achievement. After one has played a vast 
quantity of notes and more notes, it is simplicity that emerges as 
the crowning reward of art. 

Frederic Chopin 


T he watch industry reached some¬ 
thing of a tipping point in 2008. 
Among the models that gener¬ 
ated buzz at that year’s Swiss watch fairs 
were DeWitt’s WX-1 concept watch, a 
hulking timepiece that looked like a futur¬ 
istic battleship and measured more than 72 
mm long and almost 50 mm wide; Greubel 
Forsey’s Fundamental Invention No. 2, the 
first wristwatch with not one, not two, but 
four tourbillons; Romain Jerome’s Day & 
Night Tour billon, a watch with no hours 
or minutes indication, which defiantly 
scoffed at the quaint notion that a wrist- 
watch should tell the time; deGrisogono’s 
Meccanico dG, with its mechanically op¬ 


erated digital time display; Hysek’s enor¬ 
mous, multi-complication Colosso; and 
Concord’s high-tech monolith, the Cl 
Gravity Tourbillon. It seemed as if the new 
rules in the watch world had been set: that 
bigger is better, that complicated trumps 
simple, that price is no object, that the abil¬ 
ity to read the time on a watch takes a 
back seat to mind-blowing design and 
technological savoir-faire. 

Since then, however, in the wake of 
the collapse of Lehman Brothers and the 
subsequent worldwide economic crisis, 
the winds have begun to shift, and the 
seeds of a contrarian counter-revolution 
of sorts have taken root. 
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TRENDS: RETURN TO CLASSICISM 


• replica of the thin, rectangular, manual- 

wind watch worn by President John F. 
Kennedy in 1961 ($8,250), whose yellow- 
gold case measured only 25.39 x 31.5 
v mm. Girard-Perregaux, which in 2007 

gave the world a $625,000 tourbillon 
watch with a miniature slot machine in it, 
» started shifting its focus in 2009 and 2010 

* to new models in its elegant, vintage-look 

/ 1966 and 1945 lines, inspired by designs 

from their namesake years. 

Vacheron Constantin went vintage 
and thin in 2010, introducing the His- 
toriques Ultra-fine 1955 and Ultra-fine 
1968 ($22,900 and $28,200, respect- 
11 i ively), two slender, slightly updated mod- 

/ els from its past. That same year, Piaget, 

renowned for its wafer-thin movements, 
created a brand-new one, 2.35-mm-thick 
automatic Caliber 1200P, for its Altiplano 
43mm Anniversary Edition ($22,000); 
Frederique Constant opted to go without 
its trademark “Heart Beat” aperture in 
The seeds started sprouting in some favor of a subtle “piano guilloche” pat- 
unlikely places. Zenith, which had in re- tern on the dial of its Limited Edition F. 
cent years pushed the big, pricey, avant- Chopin ($1,445 steel, $1,595 gold); and 

garde Defy watch as its leader model, Germany’s Glashiitte Original added 

devoted 2009 to reviving its El Primero models to its vintage-look Senator Sixties 
Chronograph, a model introduced in line. 

1969. Then, in 2010, its standout was the 
Elite Ultra Thin, a slim-cased, two- 
handed watch with a subtle small-seconds 
subdial at 9 o’clock; its restrained ele¬ 
gance was a 180-degree turn from the 

Defy collection’s in-your-face boldness, #@8 ■ 

and its price ($3,900 for the steel ver-sion) [ \ i \ 

was very consumer-friendly for a watch • ~ 

with an in-house movement. Along with .. 

its usual slew of sporty Seamasters and I 

Speedmasters, Omega released in 2009 a jh 


Clockwise from 
top: Vacheron 
Constantin 
Historiques 
Ultra-fine 1968 
(right) and Hi¬ 
storiques Ultra- 
fine 1955; Piaget 
Altiplano 43- 
mm Anniversary 
Edition; Zenith 
Elite Ultra Thin; 
Omega JFK 
Commemorative 
Timepiece 
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“Accuracy is everything when 
you're braving the deep waters to 
become a world champion.” 

Guillaume Nery 

- Four-time World Recordholder in 
Free Diving and 2011 World Champion 


In September of 2011, Guillaume Nery 
became the world champion in free diving, 
reaching an incredible depth of 117 meters. 
To cope with the enormous water pressure, 
Ball Watch has reinvented the ultimate 
diving watch, with titanium monobloc case 
and no caseback. Ball Watch salutes world 
champion free diver Guillaume Nery for his 
astonishing feat. 

The watch that once ran America's railroads now equips free-diving 
explorers to become world champions. There is no other timepiece that 
is as rugged and dependable. 

Announcing the ultimate diving watch with a titanium 

monobloc case and no caseback 



SafetyDive®: 
chronometric patented 
diving bezel 


Titanium 
monobloc case 


Helium valve 


3,000m/9,850ft 
Water resistance 


7,500Gs 

Shock resistance 


4 / 800A/m 

Anti-magnetic 



v ' 'o 


V ' I ' 


Self-powered micro 
gas lights on hands 
and dial that glow 
for up to 25 years 


Chronometer 

certified 



Mechanical lock resists 1,400 
Newtons of force 


BALL 


o FFICIAL 


Engineer Hydrocarbon DeepQUEST 

Automatic - 43mm 


Standard 


Since 1891 


Since 1891, accuracy under adverse conditions 

BALL Watch USA www.ballwatch.com Tel: 727-896-4278 

(see web site for complete list of Authorized BALL dealers) 


London Jewelers 

Greenvale, NY 


Long’s Jewelers 

Boston, MA 


Shreve & Co. 

Portland, OR 



Diving Buoy 
boxset 










In 2011, the classical revival showed 
no signs of abating. The Baselworld and 
SIHH watch fairs saw a plethora of watch 
brands introduce simple, classically de¬ 
signed, uncomplicated models, many of 
them in extra-thin cases or inspired by 
historic designs (many are both). More¬ 
over, after years of pushing the envelope 
to 50 mm and beyond, most of them also 
sport more modest case dimensions. 
These are watches suited to a more aus¬ 
tere time, an era of discreet taste follow¬ 
ing one of ostentatious wealth. (Of 
course, the rise of China as a luxury mar¬ 
ket, and the Chinese preference for thin, 
small-diameter cas-es and clean, uncom¬ 
plicated dials also played a role.) 

Germany’s A. Lange & Sohne intro¬ 
duced the Saxonia Thin ($20,800), a two- 
hand watch with a new in-house 
manual-wind movement, Caliber L093.1. 
With its 5.9-mm-thick, 40-mm rose-gold 
case, it is the thinnest watch Lange has 
ever produced, and the movement is only 
2.9 mm thick. Audemars Piguet, while 
still rolling out big, masculine Royal Oak 
Offshores for their legions of fans, also re¬ 
leased the Jules Audemars Extra Thin. 
Having launched its Master Grande Ultra 
Thin in 2008, Jaeger-LeCoultre followed 
it up last year with the Grande Reverso 
Ultra Thin ($16,400 in rose gold, $8,000 
in steel), the thinnest Reverso ever made, 
at just 7.2 mm. It contains hand-wound 
Caliber 822 and comes in a 46 x 27.5 mm 
case. Unlike many Reversos of recent 
years that boast multiple complications, 
this one tells only the hours and minutes. 
The Tonda 1950 from Parmigiani 
($16,900 in rose gold, $18,900 in white 
gold) is almost as uncomplicated, adding 
only a seconds subdial to the two-hand 
time display. It is also only slightly thicker, 
at 7.8 mm, and is powered by the brand’s 
new in-house movement, Caliber PF 701, 
only 2.6 mm thick. 

Vacheron Constantin added another 
Historiques model, called the Aronde 
1954 ($30,500). It has an Art Deco-in¬ 
spired rectangular rose-gold case whose 
distinctive shape, in profile, looks like a 
bird in flight, hence its name, which is 
French for “swallow.” IWC’s Portofino 
Automatic ($4,200 in steel) not only 
evokes classical simplicity with its three- 


Top to bottom: 

A.Lange & 
Sohne Saxonia 
Thin; Frederique 
Constant Limi¬ 
ted Edition F. 
Chopin; Jaeger- 
LeCoultre 
Grande Reverso 
Ultra Thin; 
Parmigiani 
Tonda 1950 
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0^° MUHLE *%. 
V GLASHUTTE/SA. V 



Terrasport I 

Here at Muhle-Glashiitte, we consider a very clear display to be one of the key 
requirements of a watch. Our new Terrasport I therefore fully avoids any superfluous 
embellishments, instead choosing to shine with its large luminous hands and very 
clearly delineated minute graduation in the style of a pilots' watch. These features 
enable the Terrasport I to perfectly serve its purpose: to measure time accurately and 
display it clearly. This is what we understand by "Elementary Time Measurement? 




- For more information please contact:- 

Muhle-Glashiitte USA • 727-896-8453 • www.muehle-glashuette.de 


R.l). Marshall Jewelers Scottsdale, AZ | Feldmar Watch Company Los Angeles, CA Right Time Denver & Highlands Ranch, CO 
Old Northeast Jewelers St. Pete & Tampa, FL | Little Treasury Jewelers Gambrills. MD Martin Pulli Philadelphia, PA | Fox's Gem Shop Seattle, WA 





SCHAFFHAUSEN 


AUTOMATIC 
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hand dial, simple indices and Roman nu¬ 
merals at 12 and 6; it’s also available, for 
$1,000 more, on a steel-mesh “Milanese” 
bracelet, a style popular in the 1960s, 
when IWC’s first Portofino was released. 
Hamilton also pays tribute to ’60s style 
with its Thin-O-Matic, available in a 38- 
mm or 42-mm case with either a standard 
metal bracelet or a vintage-style flex 
bracelet or tapered leather strap. Prices 
range from $845 to $975. Last year’s re¬ 
vamp of 180-year-old Baume & Mercier 
— with designs intended to evoke the 
easygoing luxury of seaside living — in¬ 
cluded an updated version of the Clas- 
sima Executives ($1,700 to $4,700), its 
dressy businessmen’s watch. The dial has 
traditional Roman numerals, thin indices 
and a subtle date window, and the beach¬ 
comber theme is evident in the “sundeck” 
pattern in the dial’s center. Retro was the 
watchword in 2011 for Ralph Lauren, 
which augmented its round Slim Clas- 
sique line of thin dress watches with its 
first square-cased model, the Slim Clas- 
sique Square. It features the hand-wound 


Top to bottom: 
Hamilton 
Thin-O-Matic 
with flex 
bracelet; 

Baume & Mer¬ 
cier Classima 
Executives; IWC 
Portofino 
Automatic with 
Milanese 
bracelet; Ralph 
Lauren Slim 
Classique 
Square 


RL430 movement made by (who else?) 
Piaget. The watch is not only slim; it is 
also very small for a modern men’s time¬ 
piece, at only 27.5 x 27.5 mm. It comes 
in a rose-gold ($12,600) or white-gold 
case ($13,800; $15,200 with guilloche 
dial). 

Even some brands better known for 
chronographs, complications and big, 
sporty cases got into the act. Breitling re¬ 
leased its updated Transocean ($5,010), a 
traditional-looking piece that eschews the 



20 


WatchTime Buyer’s Guide 2012 


















































Red is the new 

Make your own statement in a world of uniformity. 







• Hardened stainless steel, scratch resistant 

• Automatic movement 

• Two sapphire crystals 

• Water-resistant 10 bar 

Meticulously developed on the basis of the 
legendary originals from Tutima Glashiitte, 
a Tutima Classic will always be just that - 
a classic. From 1927 until today. 

www.tutima.com 


# % 



rklw VkV 

f ^ f w f 

781-44 

# ^ W 


628-13 



Zutuno/ 

German Tradition Since 1927 


For more information please contact your local authorized Tutima dealer, or Tutima USA, Inc., T: 888-462-7888, info@tutima.com 
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white, grand feu enamel dial; hand- 
painted enamel Roman numerals to mark 
the hours; and two gold hands that match 
the 45-mm gold case. This extremely lim¬ 
ited model (only five will be produced this 
year, plus one unique piece for the Only 
Watch Auction in Monaco) saves its dec¬ 
orative flourishes for the movement plate, 
visible through a sapphire caseback, 
which boasts hand-engraved art depict¬ 
ing landmarks of various countries in 
which the watch is sold. 

When watch aficionados think of 
Corum, they usually think of the nautical- 
themed Admiral’s Cup models. However, 
the brand opted for classical simplicity 
with last year’s Grand Precis, which is 
based on a model from 1957. A limited 
edition of 100 pieces in rose gold 
($15,300) and 50 in white gold 
($17,600), the watch has a champagne- 
colored dial with a “crosshairs” pattern, 
gold-coated applied indices and gold- 
coated dauphine hands. It is powered by 
the hand-wound Caliber CO 162. The 
Historiador Pequenos Segundos from 
Cuervo y Sobrinos debuted in 2010. As 
with most of that brand’s models, its de¬ 
sign is inspired by vintage timepieces from 
the early 20th century. Last year’s versions 
($3,200 in steel; $10,950 in gold) added 
a modern touch of color, with an of-the- 
moment cobalt blue or anthracite dial. 


Clockwise from 
top left: Corum 
Grand Precis; 
Bell & Ross 
Vintage BR 
WW1; Girard- 
Perregaux 
Vintage 1945 
XXL; Breitling 
Transocean; 
Cuervo y 
Sobrinos 
Historiador 
Pequenos 
Segundos 
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tachymeters, slide rules and multiple sub¬ 
dials of many other popular Breitlings in 
favor of a clean, no-frills three-hand dial. 
This watch is also available with the steel- 
mesh “Air-Racer” bracelet for $5,495. 
Another aviation-themed brand, Bell & 
Ross, veered from the big, square-cased, 
instrument-panel style for which it is 
renowned to produce a simple round 
watch, the Vintage BR WW1 ($4,500). 
The dial design comes from cockpit dash¬ 
board clocks of vintage airplanes, the big 
fluted crown recalls those of pilots’ pock- 
etwatches, and the thin lugs are of a style 
popular in the 1920s. (Bell & Ross also 
released a pocketwatch version for the 
same price.) Blancpain’s Fifty Fathoms 
divers’ watch has been its most talked- 
about model in recent years, but its focus 
in 2011 was the elegant Villeret collec¬ 
tion, including the Villeret Grande Deco¬ 
ration ($54,000), which sports a stark 













America’s Premier Watchmaker 


RUM XOl W. Main Street 
Mount Joy, Pcnna 17552 USA 
Tel. 7 1 7-653-9799 
wwvv.RC iMwatehes.com 
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Ball Watch commemorates its 120th an¬ 
niversary with the Trainmaster One Hun¬ 
dred Twenty ($5,999), whose 
uncomplicated dial (available in silver or 
gray) is embellished with a sunburst pat¬ 
tern and the brand’s trademark micro-gas 
tubes on the hands and indices for easy 
nighttime reading. Miihle Glashiitte 
placed its first in-house manual-wind 
movement, Caliber MU 941, inside the 
new Teutonia III Handaufzug (German 
for “hand-wound”; $2,599), a timepiece 
inspired by historic Glashiitte pocket- 
watches. It sports Arabic numerals, 
Breguet hands, a small date window at 3 
o’clock and a classical coin-edge bezel. 
Carl F. Bucherer recently launched the 
Manero Autodate, whose diameter is a 
relatively modest 38 mm and whose un¬ 
derstated dial features dauphine hands, 
gold-colored wedge-shaped indices, and a 
date window at 3 o’clock. Prices are 
$2,800, steel; $9,000, rose gold on a 
strap; and $22,700, rose gold on a 
bracelet. Finally, you know it’s a trend 
when jewelry king Harry Winston, whose 
high-horology Opus models are always 
the talk of the Basel fair, chooses to also 
release an elegant, understated timepiece 
like the Midnight Automatic ($21,300), 
with traditional beveled hands and deli¬ 
cate baton-shaped hour markers. 

As this sampling shows, while there 
will always be room — and we daresay, a 
demand — for watch companies to push 
the envelope with high complications, big 
cases, and wildly experimental materials 
and technology, there’s a reason why the 
classics are the classics. O 



Clockwise 
from top: 

Harry Winston 
Midnight Auto¬ 
matic; Ball 
Trainmaster 
One Hundred 
Twenty; Carl F. 
Bucherer 
Manero Auto¬ 
date; Miihle 
Glashiitte 
Teutonia III 
Handaufzug 
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Excellence Driven 


1/1000 CHRONOGRAPH V 

waueceptor \ 


.OOO 



f3D MULfF-LAYER'FA'CEZ 


SOLAR POWERED 


A dual-layered face comprised of upper and 
lower dial plates provides unprecedented 
functionality and visual appeal. 


A solar panel combined with a large-capacity 
rechargeable battery enables these impressive 
solar timepieces to run smoothly under 
any light with no battery replacement. 


EQWM1100DC-1A2 

SOLAR/ATOMIC EFX530P-1AV 


ATOMIC TIMEKEEPING 

Multi-Band Technology receives time calibration 
signals automatically from up to six transmitters 
around the world (US, UK, Germany, 

Japan x 2 and China). This technology also 
adjusts for Leap Year and Daylight Saving Time. 


EQS500C-1A1 

SOLAR 


EF550PB-1AV 


North America 



United Kingdom 



Germany 
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Watch brands 


introduced a plethora of 
women’s watches 
powered by mechanical 
movements in 2011, 
from simple three-hands 
to chronographs to a 
minute repeater. 


By Mark Bernardo 





wear them and for the men who purchase them as gifts, morelj 
and more watch manufacturers are turning their attention to I 
what’s inside — that is to say, outfitting more models with Swiss-B 
made mechanical movements, rather than the quartz movementsD 
that have become the go-to option for most ladies’ watches. 

The emergence of women’s watches with mechanical move-fl 
ments has been happening slowly but inexorably over the pastj 
few years, due in part (as are most watch trends these days) to^ 


cently, the pace has begun to quicken, as women and their j 
watch-savvy significant others have begun to move away from 
the convenience of quartz toward the prestige, and horological 


veyors of luxury-mechanical watches — including some that had 


them still have plenty of diamonds. After all, it’s never easy to 
leave behind one’s best friend.) 


Lf 


The first sign that the ladies’-mechanical trend was no pass¬ 
ing fancy was Patek Philippe’s groundbreaking decision, in 2009, 





to introduce its long-awaited new manual-wind chronograph 
movement, Caliber CH 29-535 PS, not in a men’s watch, as 
many expected, but in the decidedly feminine Ref. 7071R, nick¬ 
named the Ladies First Chronograph. After all the buzz that 
launch generated, it should come as no surprise that the com¬ 
pany was again at the forefront of the trend last year, when it in¬ 
troduced two new complicated ladies’ timepieces. After a 
chronograph with a brand-new in-house movement, you may 


Patek Philippe Ladies First 
Split-Seconds Chronograph, 
Ref. 7059 
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Patek Philippe 
Ladies First 
Minute Repeater, 
Ref. 7000R, with 
its movement, 
Caliber R 27 PS 


A 


J ask, what could the brand do for an encore? How about both ; 
monopusher split-seconds chronograph and a minute repeater 
The Ladies First Split-Seconds Chronograph, Ref. 7059R (U.S.MjJ^® 
price on request) contains what the company says is the world’s| 
thinnest column-wheel split-seconds chrono movement; the \ 
movement’s name, CH R 27-525, refers to its dimensions, only! 

5.25 mm thick and 27.3 mm in diameter. The chronograph andj 
split-seconds hands, along with the hour and minute hands, arel 
center-mounted, while the subdials at 3 o’clock and 9 o’clock l 
display the 60-minute counter and the running seconds, respec¬ 
tively. The watch has a 33.2-mm officer’s-style rose-gold case 
with a diamond-set bezel and a display back; the poire hands j 
and Breguet numerals are also in rose gold. 

Caliber R 27 PS, the movement in the Ladies First Minute 
Repeater, Ref. 7000R (SF350,000; U.S. price on request) is also*J>jgj 


Roger Dubuis 
Excalibur Lady 


among the thinnest of its type, just 5.5 mm thick, and also one 
of the few repeater movements that are self-winding, in this case 
by means of a recessed gold microrotor. Like the split-seconds 
chrono, its exterior is elegantly simple, but its interior is decid¬ 
edly complex, boasting a striking mechanism with two gongs 
(low-pitched for hours, high-pitched for minutes, and both for 
quarters), activated by a slide on the left side of the rose-gold 
case. One can only wonder what Patek has in store for the fair 
sex in the future. 

Perhaps the biggest statement of a commitment to ladies’ me¬ 
chanicals came from Chopard, which introduced a brand-new 
in-house movement, Caliber 01.03-C, in its Imperiale Full Set 
collection. Created in Chopard’s workshops in Fleurier, the 
movement is an automatic with a 60-hour power reserve. It 
powers a haute joaillerie watch with a 40-mm case in white or 
rose gold; both case and dial are fully set with either baguette- 
cut (in the white-gold model) or brilliant-cut (rose-gold model) 
diamonds. Prices start at $159,360. 

The revamped Roger Dubuis portfolio now includes the Ex¬ 
calibur Lady, an extension of its Excalibur line of men’s watches. 
The company proudly proclaims that the in-house movement in 
the Excalibur Lady, automatic RD821, meets the criteria both 
for the Geneva Seal and for COSC chronometer certification. 
The watch has a 36-mm case with a grooved bezel (set with 48 
diamonds in some models), in white gold, rose gold or steel. The 
dial has the elongated Roman numerals that are a hallmark of 
the men’s Excalibur. Prices start at $12,600. 

DeWitt introduced a new ladies’ line called Golden After¬ 
noon, which gets its name from a line in Lewis Carroll's Alice's 


Chopard 
Imperiale 
Full Set 
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TRENDS: LADIES'MECHANICALS 




Adventures in Wonderland and is inspired, according to the * 
company, by Pre-Raphaelite art of women and nature. The U 
watches’ cases feature a modified version of the DeWitt “Impe-J 
rial Columns” motif on the flanks. The dials have mother-of- ^ 
pearl flowers of different sizes and colors flowing from the center^ 
across a mother-of-pearl “sky” background, and the hour and fig;/, 
minute hands are designed to resemble angel wings. The move-?' 
ment is an ETA 2892. Prices range from $35,200 to $61,600. ^ 

Dior continued to chip away at its image as a fashion brandi^ 
that makes almost exclusively quartz watches with the intro¬ 
duction of its Dior VIII collection. (The “VIII” signifies, amongl 
other things, founder Christian Dior’s lucky number and the 
company’s address in Paris, 8 Place Vendome.) While the Dior 
VIII watches all have automatic movements, the most interest¬ 
ing of them are the Dior VIII Grand Bal models ($22,000- 
$36,500), which have an innovative horological twist as part of 
their design: the winding rotor is mounted on the dial and dec¬ 
orated with precious stones; the motion of the rotor brings to 
mind the elegant swaying of a ball gown. 

Another fashion brand that has recently garnered watch¬ 
making acclaim, Chanel, introduced its self-winding J12 Chro¬ 
matic, which combines titanium and ceramic for a highly 
scratch-resistant sliver-gray case with a mirror-like diamond-pol¬ 
ished finish. The 38-mm ladies’ version ($6,300) has 54 dia¬ 
monds on the bezel and eight diamond indices. 

Omega’s biggest news at Baselworld was the launch of its 
Ladymatic collection, which contains Omega Caliber 
8520/8521, an in-house movement made specifically for ladies’ 
watches. Like other Omega movements, it boasts a co-axial es¬ 
capement and a silicon balance spring. The watch has a mother- 
of-pearl dial with, on the priciest models, single-cut diamond 
indices and a bezel pave with 148 snow-set diamonds. There’s 
also a sapphire caseback to view the movement. Prices range 
from $8,400 (steel, no diamonds) to $36,800 (gold, with dia¬ 
monds). 

Breguet, which claims a history of making complicated 
women’s timekeepers that goes all the way back to Marie An¬ 
toinette, launched two new models last year: one sporty, the 
other dressy. The former is the Marine 8827 Ladies’ Non Gem- 
Set Chronograph ($33,500) which was previously available only 
in diamond versions. Inside the watch’s 34.6-mm case (in rose or 


DeWitt Golden 
Afternoon 













Breguet Reine 
de Naples 8918 




I I 


calls 


Piaget Altiplano 
Skeleton 34 mm 


Frederique 
Constant 
Amour Heart 
Beat by ShuQi 




Ulysse Nardin 
Caprice Queen 
of Hearts 


white gold) ticks Breguet Caliber 8827, which the brand 
■ the world’s smallest self-winding chronograph movement. The! 

| watch has a natural mother-of-pearl dial with hand engraving 
I done on a rose engine. Breguet’s other offering is a new Reine de| 

I Naples 8918 model ($34,400), in a rose-gold case with 117 full- 
J 1 cut diamonds on the bezel and flange. The watch has an ovoid | 
I case with the crown at 4 o’clock. It is named after a watch madi 
' for Caroline Murat, Queen of Naples, by Abraham-Louis 
Breguet in the 18th century. Its automatic movement, Breguet 
| Caliber 537/1, is visible through a sapphire caseback. A pear- 
i shaped diamond sits at the 6 o’clock position on the silvered 
! gold/mother-of-pearl dial. 

Ulysse Nardin also offered up an “odd couple” of women’s 
models this year. The sportier of these is the new Executive Lady 
($17,000-$19,600), which, like its men’s counterpart, the Exec¬ 
utive Dual Time, includes Ulysse Nardin’s patented quick-set sec- 
ond-time-zone display and big date. Powered by automatic 
caliber UN-24, the watch has a diamond-set bezel and mother- 
of-pearl dial; its 40-mm case is in stainless steel or gold. More 
lighthearted in its design is the Caprice Queen of Hearts (start¬ 
ing at $22,400), on which six hearts, alternating with small di¬ 
amonds, serve as indices on the mother-of-pearl dial. The 
cushion-shaped, rose-gold case is also diamond-bedecked and 
has an exhibition caseback through which the owner can view 
automatic UN-13 and its gold, diamond-set rotor. 

Hearts are also the theme of Frederique Constant’s Amour 
Heart Beat by ShuQi. On this watch’s dial, the “O” in the word 
“Amour” is heart-shaped and serves as the aperture in which 
the watch’s “heart beat” — that is, the pulsating balance of au¬ 
tomatic Caliber FC-310 — is on display. There are three mod¬ 
els, each limited to 888 pieces, in steel with diamonds, 
gold-plated with diamonds, and a gold-plated version without 
diamonds and with a “gourmet chocolate” dial. Prices range 
from $3,995 to $4,250. 

Finally, if Frederique Constant’s heart beat aperture isn’t 
enough to flaunt your lady’s horological taste, there’s Piaget’s 
Altiplano Skeleton 34 mm ($75,000), with its hand-wound, di¬ 
amond-set, skeletonized movement (Caliber 838D, based on Pi¬ 
aget’s famous, ultra-thin manufacture Calibre 9P). The 34-mm 
rose-gold case is set with 357 diamonds and has a white alliga¬ 
tor strap. O 
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Freak Diavolo 

Flying Carrousel-Tourbillon with second 

FLYING TOURBILLON. 8-DAY POWER RESERVE. 

Manual winding. Escapement in silicium. 

18 CT WHITE GOLD CASE. 


WWW.ULYSSE-NARDIN.COM 


FOR A CATALOG, CALL 561-988-8600 OR EMAIL: USA3@ULYSSE-NARDIN.COM 









INTRODUCTION 


WatchTime’s 
Price Guide 


The watches are organized 
by price for easy browsing 
according to the following 

*$50,000 and up 
*$40,000 to $49,999 
*$30,000 to $39,999 
*$20,000 to $29,999 

*$2,000 to $2,999 
*$1,000 to $1,999 
*$500 to $999 
*up to $499 

categories: 

*$10,000 to $19,999 
*$5,000 to $9,999 

Within each category, the 


*$4,000 to $4,999 

watches are listed alpha¬ 


*$3,000 to $3,999 

betically by brand name. 


THE WATCHES 

Many of the watches shown are available in different case ma¬ 
terials, with different dial colors and/or straps, with or with¬ 
out diamonds, etc. In most of these instances, just one example 
of the particular model is shown. The other renditions are 
listed in the watch description under the heading “Variations.” 
If there is nothing listed under this heading this means the 
watch company did not list any variations in the information 
it provided us. Readers interested in obtaining the model in a 
version not listed should contact the watch company to find 
out if it is available. 

The models shown here are meant to represent a broad sam¬ 
pling of watches on the U.S. market. WatchTime has tried to en¬ 
sure that the watches shown are currently available. However, it 
is possible that a particular watch may not yet be on the market. 

THE BRANDS 

WatchTime invited all major high-end brands with distribution 
in the United States to participate. To show the breadth of de¬ 
signs and functions available among quartz watches, we also 
asked a variety of quartz-watch brands to participate. With few 
exceptions, all the companies contacted submitted watches for 
inclusion in the guide. 


THE TECHNICAL SPECIFICATIONS 

All information about the watches was supplied by the respec¬ 
tive watch companies. When the abbreviation “N/A,” for “not 
available,” appears after a bold-faced heading, it means the 
watch company did not provide the information or it is not ger¬ 
mane to the particular watch being described. For additional in¬ 
formation on a particular watch it is recommended that you visit 
the brand’s website. 

THE PRICES 

Prices listed are suggested retail prices supplied by the manufac¬ 
turers. They were accurate as of the guide’s editorial deadline at 
the end of November 2011 but are subject to change. 

THE INDEX AND CONTACTS 

An index of watch brands by page is provided for easy brows¬ 
ing, along with a listing of watch company contacts that a shop¬ 
per can use to find the names of retailers in his or her area who 
sell a particular brand or model. The company contacts can also 
be found on our website, www.watchtime.com. Simply go to 
“Reference Center” and click on “Brand Contacts.” 


WatchTime has made every effort, based on the 
material provided by the watch companies, to ensure 
the accuracy of the information presented in the Price 
Guide and is not liable for any errors or omissions. 
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$50,000 AND UP 



A. Lange & Sohne 

Model Lange Zeitwerk Striking Time 
Reference 145.029 
Case white gold 

• Water resistance 30 m 

• Diameter 44.2 mm 

• Height 13.1 mm 
Movement type manual-wind 
Caliber Lange L043.2 

Base caliber see above 
Special features time display with hours 
and minutes as jumping numerals, sub¬ 
sidiary seconds with stop seconds, 
power-reserve indicator, acoustic signal 
at quarter-hours and full hours 
Variations platinum ($117,500) 

Price $95,800 



Audemars Piguet 

Model Jules Audemars 
Reference 265590R.00.D002CR.01 
Case rose gold 

• Water resistance 20 m 

• Diameter 41 mm 

• Height 10.65 mm 
Movement type manual-wind 
Caliber 2909 

Base caliber see above 
Special features tourbillon, big date; 
glare-proof sapphire crystal, rose-gold 
applied hour-markers and hands 
Price $235,600 



A. Lange &Sohne 

Model Richard Lange Tourbillon Pour le 
Merite 

Reference 760.032 
Case rose gold 

• Water resistance 30 m 

• Diameter 41.9 mm 

• Height 12.2 mm 
Movement type manual-wind 
Caliber Lange L072.1 

Base caliber see above 

Special features hours and minutes on 

separate subdials, one-minute 

tourbillon with patented stop seconds, 

pivoting dial segment, fusee-and-chain 

transmission 

Price $185,300 



Audemars Piguet 

Model Royal Oak Offshore 
Reference 26550AU.00.A002CA.01 
Case forged carbon 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14 mm 
Movement type automatic 
Caliber 2897 

Base caliber see above 
Special features tourbillon, chrono¬ 
graph, sapphire caseback, black ceramic 
bezel, screw-locked crown and push- 
pieces, titanium pushpiece guards with 
glare-proof sapphire crystal 
Price $285,600 



Audemars Piguet 

Model Royal Oak Concept GMT 
Reference 265 60IO.00.DQQ2CA.Q1 
Case titanium 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 16.05 mm 
Movement type manual-wind 
Caliber Audemars Piguet 2913 
Base caliber see above 

Special features second time-zone indi¬ 
cator at 3 o’clock, crown position indica¬ 
tor at 6 o’clock, tourbillon at 9 o’clock 
with black anodized aluminum bridge 
Price $213,300 



Audemars Piguet 

Model Millenary 

Reference 26371TI.00.D002CR.01 
Case titanium 

• Water resistance N/A 

• Diameter 47 mm x 42 mm 

• Height 15.8 mm 
Movement type manual-wind 
Caliber Audemars Piguet 2910 
Base caliber see above 

Special features minute repeater, small 
seconds, AP escapement, double 
balance spring, glare-proof sapphire 
crystal caseback, silver small seconds 
counter, rose-gold Roman numerals and 
hands 

Price $470,200 
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$50,000 AND UP 



Bell & Ross 

Model BR Minuteur Tourbillon Titanium 
Reference BR- GR_MINUTEUR-CA 
Case DLC finish titanium 

• Water resistance 50 m 

• Diameter 44 mm x 50 mm 

• Height 13.35 mm 
Movement type manual-wind 
Caliber BNB15 52 

Base caliber see above 
Special features flyback function (gra¬ 
duations of 60 mins, and 1/10-hrs), 3- 
day power-reserve display, sapphire 
caseback, carbon-fiber mainplates and 
black gold tourbillon carriage, limited 
edition of 15 pieces 
Price $170,000 



Blancpain 

Model Villeret Equation of Time 
Reference 6638-3651-55B 
Case rose gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 11.5 mm 
Movement type automatic 
Caliber 3863 

Base caliber see above 
Special features equation-of-time dis¬ 
play, perpetual calendar, retrograde 
moon-phase display, small seconds, 
white grand feu enamelled curved dial, 
under-lug correctors 
Variations platinum ($183,500) 

Price $163,100 



Blancpain 

Model Villeret 8-Day Hand-Winding 
Reference 661 4-3437-55B 
Case platinum 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 10.55 mm 
Movement type manual-wind 
Caliber 13R1 

Base caliber see above 
Special features 8-day power reserve, 
date, small seconds, black grand feu en¬ 
amelled curved dial 
Variations rose gold ($32,800) 

Price $53,200 



Blancpain 

Model L-Evolution Sapphire Carrousel 
Reference 0Q2 22-1500-53B 
Case tantalum 

• Water resistance N/A 

• Diameter 43.5 mm 

• Height N/A 

Movement type manual-wind 
Caliber 22T 

Base caliber see above 
Special features carrousel w/ sapphire 
bridge, 120-hr power reserve 
Price $246,700 



Blancpain 

Model L-Evolution Tourbillon Large Date 
Reference 882 2-36B30-53B 
Case rose gold 

• Water resistance 30 m 

• Diameter 43.5 mm 

• Height 14.9 mm 
Movement type automatic 
Caliber 4225G 

Base caliber see above 
Special features tourbillon, big date, 
power reserve on the oscillating weight, 
black dial 

Variations satin-brushed white gold 
Price $150,900 



Blancpain 


Model Le Brassus Minute Repeator 
Carrousel 

Reference Q02 35-3631-55B 
Case rose gold 

• Water resistance 30 m 

• Diameter 45 mm 

• Height 15.35 mm 
Movement type automatic 
Caliber 235 

Base caliber see above 
Special features minute repeator, 
carrousel, cathedral gong, white grand 
feu enamelled dial 
Price $392,400 
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Visit the 


Web site! 



• Original editorial content and 
featured articles 

• The latest watch industry news, 
focusing on new watch introductions 

• A searchable wristwatch database 

featuring over 19,000+ watches 
from more than 500 manufacturers. 
Find and compare watches by price, 
size, complications, movement type, 
and more. 

Plus you can: 

• Subscribe to WatchTime magazine 

• Order the 2011 Watch Time Buyer’s Guide 

• Register and secure your seat in one of our 
Inside Basel/Geneva watch shows (for more 
info on the shows go to pages 120/121) 


Visit www.WatchTime.com today and sign up 
for Wat(hTirnj e - our free monthly newsletter. 
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In (hh htu* of wwrhTt/iw Update w» btlnj you tlnw trivia and lop 
stories. bcbdtof a photo and video rich vtsM to Vadwron 
Constantin, a prof!* of Uiyss* Kadn'i new CIO Pitti Hoffmann, 
and a boh at the first two Inside Baset'Oeneva 2011 events b 
Chicago and Miami with more than 30 Images. Wei took inside 
MtoKhrintes new October Issue. Our quizzes focus on an under- 
tiw dud lech check and the arcane Kcbx and Patek Ph«ippe digtul 
reference language. Who Knew looks at a famous figure from history 
who almost became a watchmaker. 


WatchTlme's October Issue is Out Now! 


iflL *t'~ WotchTImei October Issue includes our test of 
IVfl t rlime- new Hanet Ocean, fitted with the brands 

■COk b house chronograph movemeeiL Does It sink or 

<£9Mswtm> 



We also examine beitibgs new NavMbwr 01 witii 
b house BK 01 movement, and Sinn's 12M f. 


Swiss and German vintage Inspired chronographs go head to head: 
Zenith s 11 Pi imer o New vintage I*4* and GUsNrtte O igbaf s 
Senator Sixties. Which one conies out on top? 

we profte MeetKacs. the top auctioneer at the worlds biggest 
watch auction house, and we took at more tiian 20 dasskcaly simple 
watches. Mms much morel 


Look for WatchTtme at tames & Noble Hudson News, and other few 
book and magazine retailers. 


Trivia Time 

Germany and Austria were tiw first luropean count; les to adopt 
daylight savings time. At 11:0O p.m. on Apr! 30. 1*14, the, 
advanced the# docks by one how. until the blowing October. 

Britain loBowed three weeks Liter, on May 21 - The U S first tried 
daylight savings time b itil, but dropped ft after two years. Except 
for a federal mandate dwing World War M, OS I was optional among 
the states until the Uniform Time Act was adopted b 1*44, after 
which stale legislatures had to vote to opt out if they so chose. 

Prior to 1**S. the Xiternatiunai Date Line split the country of 
Kiribati. The result was that the eastern part of Kirbati was a whob 
day and two hours brfibd the western part of tiw country where its 
capital n located in iw Kiribati decided to move tiw n ter national 
Date Line far to the east wMch placed the entire country bio the 
same day. 


A watch that tfcht at 21.BOO vph w* tick over I blMon times b four 
years. (B ticks per second - 2S2.45S.40t tfchs per year). 

Seth Thomas set up his doduvukbg business b 1BT3 b Plymouth 
Holme. Connecticut The tan name was changed to Thomas ion b 
it75 b hK honor. The company made the famous dock at Grand 
Central Station b New York Oty. 


Inside Basel/Geneva: Only Four Shows Left, 
Tickets Going Fast. Secure Your Place Now! 

Only four shows remain on tiw AG 2011 schedule, 
and one h already sold out. Tickets are it* 
avalabb for PfKadriphu on */?2. San Tranchco 
on 10/4. anti Los Angeles on 10/4. The New York 
City show on 4/27 h sold out with waiting 
list only it* avaiabb. 

lath show starts with an extended watch Fair with as many as 32 
brands displaying their latest creations. We have more than twice as 
many brands as last year you simply cannot see tills cobection of 
watches any where eisef 



f glowing tiw fair, guests adjourn to dinner, during which noted 
colector Jeff Kingston presents tiw highlights from tins year's Swiss 
shows. Covering more than 40 brands, this year's presentation 
Includes i* Videos, many with behind the scenes footage shot at tiw 


Sign up for our Update 
newsletter and receive a 


FREE 12-PAGE 


WATCHTIME ARTICLE 

• An in-depth history of 
Breitling, from its earliest 
pocketwatch chronographs 
to the debut of its first 
manufacture movement, 
Caliber B01 

• Article not available 
anywhere else! 

Signing up for is easy: 

Just visit our web site at 

www.WatchTime.com 

and look for the sign-up box. It only 

takes a second. 



















$50,000 AND UP 



Bovet 

Model Dimier Collection Recital 0 
Reference DTR0-002 
Case rose gold 

• Water resistance 30 m 

• Diameter 45 mm 

• Height 12.77 mm 
Movement type manual-wind 
Caliber DM150 1 

Base caliber see above 
Special features topurbillon w/ small 
seconds on tourbillon cage, power re¬ 
serve display, skeletonized movement 
Variations bezel set with 74 baguette 
diamonds (4.12 cts, $247,000) 

Price $182,000 



BRM 

Model TR 
Reference TR 
Case titanium 

• Water resistance 100 m 

• Diameter 48 mm 

• Height 7 mm 
Movement type automatic 
Caliber Precitime 

Base caliber see above 
Special features skeletonized movement 
Variations also available in 52 mm 
Price $143,700 



Breguet 

Model Classique Hora Mundi 
Reference 5717 BR/US/97U 
Case rose gold 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 13.55 mm 
Movement type automatic 
Caliber 77FO 

Base caliber see above 
Special features world-time display, 
date, day/night display, transparent 
caseback, screwed-in crown 
Variations platinum ($92,000); 3 differ¬ 
ent dials (Asia, America, Europe/Africa) 
Price $75,100 



Bulgari 

Model Gerald Genta Octo Grande 
Sonnerie Tourbillon 
Reference 101829 
Case white gold 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 15.76 mm 
Movement type automatic 
Caliber GG310 02 

Base caliber see above 
Special features retrograde hours, 
minutes on disk, tourbillon, grand and 
petite sonnerie, power-reserve display 
Price $773,000 



Breguet 

Model Marine Chronograph Tourbillon 
Reference 583 7PT U2 5ZU 
Case platinum 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 14 mm 
Movement type manual-wind 
Caliber 554.4 

Base caliber see above 
Special features subsidiary seconds (on 
tourbillon cage), chronograph, 
transparent caseback 
Variations rose gold ($151,700) 

Price $165,800 



Bulgari 

Model Gerald Genta Tourbillon Saphir 
Reference 101830 
Case white gold 

• Water resistance 30 m 

• Diameter 53 mm 

• Height 7.85 mm 
Movement type manual-wind 
Caliber GG800 0 

Base caliber see above 
Special features tourbillon movement in 
titanium and sapphire, limited edition of 
25 pieces 
Price $237,000 
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$50,000 AND UP 



Bulgari 

Model Serpenti High Jewelry Watch 
Reference 101902 
Case white gold 

• Water resistance 30 m 

• Diameter 40 m 
■ Height N/A 
Movement type quartz 
Caliber BQ33 

Base caliber see above 
Special features 585 round-cut dia¬ 
monds (20.5 cts), 422 round-cut eme¬ 
ralds (13.44 cts), 2 nephrites 
Price $438,000 



Cartier 

Model Pasha de Cartier Skeleton Flying 
Tourbillon 

Reference W3030021 
Case white gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 10.1 mm 
Movement type manual-wind 
Caliber 9457 M C 

Base caliber see above 
Special features Geneva Seal tourbillon 
movement with unique skeleton-work 
and the bridges in the shape of Arabic 
numeral; limited edition of 100 individu¬ 
ally numbered pieces 
Price $142,500 



Bulgari 

Model Magsonic Watch 
Reference 101836 
Case rose gold 

• Water resistance 30 m 

• Diameter 51 mm 

• Height 16.27 mm 
Movement type manual-wind 
Caliber GG310 01 

Base caliber see above 
Special features off-center time display, 
tourbillon, grand sonnerie 
Price $917,00 



Chopard 

Model L.U.C Engine One Tourbillon 
Reference 168 526-3003 
Case titanium 

• Water resistance 50 m 

• Length and width 44.4 mm x 35 mm 

• Height 10.9 mm 
Movement type manual-wind 
Caliber L.U.C 1 TRM 

Base caliber see above 
Special features tourbillon 
Price $87,190 



Cartier 

Model Calibre de Cartier Multiple Time 
Zone Watch 
Reference W7100025 
Case rose gold 

• Water resistance 30 m 

• Diameter 45 mm 

• Height 17.4 mm 
Movement type automatic 
Caliber 9909 M C 

Base caliber see above 
Special features movement features a 
city disk on the side of the watch case, a 
time-difference display and indication 
of summer and wintertime 
Variations white gold ($56,000) 

Price $52,500 



Chopard 


Model L.U.C Triple Certification Tourbillon 
Reference 1619 29-5001 
Case rose gold 

• Water resistance 50 m 

• Diameter 43 mm 

• Height 11.15 mm 
Movement type manual-wind 
Caliber L.U.C 1 .02 

Base caliber see above 
Special features tourbillon 
Price $140,630 
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$50,000 AND UP 


Chopard 

Model Happy Sport La Vie En Rose 
Reference 277480-9001 
Case white gold, rose gold 

• Water resistance SO m 

• Diameter 36 mm 

• Height 10.5 mm 
Movement type quartz 
Caliber ETA 95 5.102 
Base caliber see above 

Special features diamonds on dial and 
bezel 

Price $132,630 




Concord 

Model Cl BlackSpider 
Reference 320143 
Case titanium 

• Water resistance 30 m 

• Diameter 47 mm 

• Height 13.55 mm 
Movement type manual-wind 
Caliber C105 

Base caliber see above 
Special features tourbillon cage fitted 
on a sapphire plaque fastened to the 
mainplate, movement plate serving as 
dial is placed at the bottom of its eight 
“legs,” 72-hour power reserve 
Price $129,000 



Chopard 

Model Imperiale Full Set 
Reference 384 239-5003 
Case rose gold 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 10.6 mm 
Movement type automatic 
Caliber Chopard 01.03-C 
Base caliber see above 

Special features diamonds on dial and 
bezel 

Price $159,360 


Concord 



Model Cl Amethyst Chronograph 
Reference 320100 
Case white gold 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 16.7 mm 
Movement type automatic 
Caliber Valgranges A 07.211 
Base caliber see above 

Special features case set with 178 ba¬ 
guette-cut amethyst stones, 48-hour 
power reserve, full pave dial w/ date 
display at 3 o'clock, 30-minute chrono¬ 
graph counter at 12,12-hour chrono¬ 
graph counter at 6 
Price $330,000 



Chopard 

Model Xtravaganza 
Reference 134235-1004 
Case white gold 

• Water resistance 30 m 

• Diameter 45 mm 

• Height 7.5 mm 
Movement type quartz 
Caliber ETA 955.102 
Base caliber see above 
Price $88,320 



Corum 

Model Ti-Bridge Tourbillon 
Reference 022 .702.55/0F81 0000 
Case rose gold 

• Water resistance 30 m 

• Length and width 52.3 mm x 42.5 mm 

• Height 13.23 mm 
Movement type manual-wind 
Caliber CO 022 

Base caliber see above 
Special features Arcap plate, bridges 
and struts, flying tourbillon 
Variations titanium ($62,000), titanium, 
black DLC ($58,800) 

Price $85,000 


40 


WatchTime Buyer’s Guide 2012 






























































$50,000 AND UP 



Corum 

Model Golden Bridge Tourbillon 
Reference 215 .150.59/0001 GN11 
Case white gold 

• Water resistance 30 m 

• Length and width 34.2 x 50.6 mm 

• Height 10.9 mm 
Movement type manual-wind 
Caliber CO 213 

Base caliber see above 
Special features limited edition, world’s 
smallest tourbillon cage with silicon 
escapement, sapphire bridge 
Variations rose gold ($131,300) 

Price $133,100 



De Bethune 

Model DB28 
Reference DB28TIS8 
Case titanium 

• Water resistance N/A 

• Diameter 42.6 mm 

• Height 11.2 mm 
Movement type manual-wind 
Caliber DB 211 5 

Base caliber see above 
Special features self-regulating twin 
barrel, silicon/platinum balance wheel, 
triple para-chute shock-absorbing 
system, exclusive three-dimensional 
moon-phase display, floating lugs 
Price $97,500 



Corum 

Model Admiral's Cup 45 Minute Repeater 
Tourbillon 

Reference 010 .102.04/0001 A015 
Case titanium 

• Water resistance 30 m 

• Diameter 45 mm 

• Height 13.75 mm 
Movement type manual-wind 
Caliber CO 010 

Base caliber see above 
Special features minute repeater, 
tourbillon, 331 components, 100-hour 
power reserve, rotating bezel winds the 
minute repeater function, limited 
edition 

Price $291,200 



De Bethune 

Model DB25 Q P 
Reference DB25QPR 
Case rose gold 

• Water resistance N/A 

• Diameter 44 mm 

• Height 12.5 mm 
Movement type automatic 
Caliber DB 232 4 QP 

Base caliber see above 
Special features self-regulating twin 
barrel, titanium/platinum balance 
wheel, triple para-chute shock¬ 
absorbing system, exclusive three- 
dimensional moon-phase display 
Price $155,000 



David Yurman 

Model Classic High Jewelry 
Reference T73 20QSSTBRACDD 
Case stainless steel 

• Water resistance 30 m 

• Diameter 30 mm 

• Height N/A 
Movement type quartz 
Caliber ETA 95 6.032 
Base caliber see above 

Special features case w/ integrated 
cable pattern, blue sapphire crown, 
white MOP dial w/ applied Roman 
numerals and diamond markers, white- 
diamond-set bezel and lugs, full-white 
pave-diamond stainless steel bracelet 
Price $57,000 



De Bethune 

Model DB25T 
Reference DB2 5TWS3 
Case white gold 

• Water resistance N/A 

• Diameter 44 mm 

• Height 12.5 mm 
Movement type manual-wind 
Caliber DB 210 9 

Base caliber see above 

Special features self-regulating twin 

barrel, silicon/platinum balance wheel, 

ultra-light 0.18-gm silicon/titanium 

tourbillon 

Price $275,000 
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$50,000 AND UP 



de Grisogono 

Model Otturatore 
Reference Otturatore 
Case rose gold 

• Water resistance 50 m 

• Length and width 50.16 mm x 44.85 
mm 

• Height 15.86 mm 
Movement type automatic 
Caliber DR 19- 89 

Base caliber see above 
Special features moving dial displays 
four complications separately 
Price $84,400 



DeWitt 

Model Academia Quantieme Perpetual 
Sport 

Reference AC. 7888.030A.MQ95 
Case titanium, black rubber 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 12.05 mm 
Movement type automatic 
Caliber DW7004 

Base caliber E TA 2892 
Special features central applique and 
radiator grille, circular counter display¬ 
ing months and leap year, moon-phase 
window at 6 o’clock, bi-retrograde 
counters with date and day displays at 
3 and 9 o’clock 
Price $73,700 



DeWitt 

Model Twenty-8-Eight Tourbillon 
Reference T8.TH.005 
Case white gold 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 10.28 mm 
Movement type manual-wind 
Caliber DW8028 

Base caliber see above 
Special features tourbillon manu¬ 
factured entirely by DeWitt 
Price $166,000 



Dior 

Model Dior Haute Couture Passage n°3 
Reference CD1 33560A001 
Case white gold 

• Water resistance 50 m 

• Diameter 33 mm 

• Height N/A 

Movement type automatic 
Caliber Zenith Elite 671 
Base caliber see above 
Special features unique piece, marque¬ 
try of blue-black MOP on dial, 282 
diamonds on bezel (with lugs): 72 
baguette aquamarines 
Price $90,000 



DeWitt 

Model Twenty-8-Eight Regulator A.S.W 
Horizons 

Reference T8.TA.003 
Case titanium w/ black PVD 

• Water resistance 30 m 

• Diameter 46 mm 

• Height 12.875 mm 
Movement type automatic 
Caliber DW801 4 

Base caliber see above 
Special features patented Automatic 
Sequential Winding (A.S.W.) device, 
driven by a peripheral oscillating rotor; 
dead-beat second directly connected to 
the tourbillon cage 
Price $264,000 



F.P. Journe 

Model Octa UT C 
Reference UTC 
Case platinum 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 10.6 mm 
Movement type automatic 
Caliber F.P. Journe 1300.3 
Base caliber see above 

Special features off-center hours and 
minutes, off-center time zones, small 
seconds at 4:30, sapphire earth divided 
into time zones at 7:30, winter/summer 
hour, big date, power reserve 
Variations rose gold ($51,050) 

Price $56,090 
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$50,000 AND UP 



F.P. Journe 

Model Centigraphe Sport 
Reference CTS 
Case aluminum 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 11.6 mm 
Movement type manual-wind 
Caliber F.P.Journe 1506 

Base caliber see above 
Special features 1st wristwatch entirely 
in aluminum (case, movement and 
bracelet), with 1/100-second counter at 
10 o’clock, 20-second counter at 2 
o’clock, 10-minute counter at 6 o’clock 
Price $57,320 



Gallet 

Model Flight Officer NAWCC Museum 
Edition 

Reference 2457PB 
Case platinum 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 12 mm 
Movement type automatic 
Caliber Gallet G330 

Base caliber see above 
Special features rattrapante chrono¬ 
graph, multi time zone, 2 mainsprings, 
silicon escape wheel, 72-hour power 
reserve, big date, limited edition of 50 
to benefit the National Watch & Clock 
Museum 
Price $149,500 



Franck Muller 

Model Lady Tourbillon Automatic 
Reference 3080TWGE 
Case white gold 

• Water resistance N/A 

• Length and width 42.25 mm x 30.3 
mm 

• Height 10.4 mm 
Movement type automatic 
Caliber FM 206 0 T 

Base caliber see above 
Special features tourbillon 
Price $87,200 



Girard-Perregaux 

Model WW.TC John Harrison 
Reference 498 70-53-R12-BA6A 
Case white gold 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 11 mm 
Movement type automatic 
Caliber GP033 G0 

Base caliber see above 
Special features world time w/ day- 
night indication 
Price $53,995 



Franck Muller 

Model GIGA Tourbillon 
Reference 888 9TGSQTBRNRAC 
Case white gold with black PVD 
treatment 

• Water resistance 30 m 

• Length and width 59.2 mm x 43.7 mm 

• Height 14 mm 
Movement type manual-wind 
Caliber FM 210 0 

Base caliber see above 
Special features 20-mm-diameter tour¬ 
billon, 10-day power reserve powered by 
four barrels, high-yield escapement, 240 
components 
Price $242,300 



Girard-Perregaux 

Model 1966 Tourbillon 
Reference 99535-52-111-BK6A 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 10.9 mm 
Movement type automatic 
Caliber GP9600-0014 
Base caliber see above 
Special features tourbillon 
Price $153,700 
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$50,000 AND UP 



Graham 

Model Silverstone Tourbillograph Gold 
Reference 2TS AR.W01A 
Case rose gold 

• Water resistance N/A 

• Diameter 48 mm 
■ Height N/A 

Movement type automatic 
Caliber G1780 
Base caliber see above 
Special features tourbillon, chrono¬ 
graph, limited to 25 pieces 
Price $73,550 



H. Moser & Cie 

Model Perpetual Golden Edition 
Reference 541.101-008 
Case rose gold 

• Water resistance N/A 

• Diameter 40.8 mm 

• Height 11.05 mm 
Movement type manual-wind 
Caliber Cal.HM C341.101 

Base caliber see above 
Special features limited edition of 100 
pieces; perpetual calendar; double hair¬ 
spring escapement; gold mainplate and 
bridges; diamond Incabloc endstone; 
double-pull crown; solid-gold fume dial, 
markers, and hands 
Price $89,300 



Greubel Forsey 

Model Double Tourbillon Technique 
Reference Double Tourbillon Technique 
Case platinum 

• Water resistance N/A 

• Diameter 47.5 mm 

• Height 16.84 mm 
Movement type manual-wind 
Caliber GF02s 

Base caliber see above 
Special features two tourbillons, power- 
reserve display 
Price $600,000 



Harry Winston 

Model Opus Eleven 
Reference 5QQ /MMDGWL 
Case white gold 

• Water resistance 30 m 

• Diameter 53.75 mm x 43.3 mm 

• Height 19.5 mm 
Movement type manual-wind 
Caliber HW102 1-01 

Base caliber see above 
Special features a partnership btw Harry 
Winston & Denis Giguet, 566 compo¬ 
nents, system indicates time divided 
into separate zones 
Price $229,600 



Greubel Forsey 

Model Invention Piece 2 
Reference Invention Piece 2 
Case rose gold 

• Water resistance N/A 

• Diameter 43.5 mm 

• Height 16.28 mm 
Movement type manual-wind 
Caliber Calibre GF03n 

Base caliber see above 
Special features quadruple tourbillon 
system, power-reserve display 
Price $875,000 


Harry Winston 



Model Histoirede Tourbillon 2 
Reference 500 /MMT48WL.K 
Case white gold 

• Water resistance 30 m 

• Diameter 48 mm 

• Height 19.8 mm 
Movement type manual-wind 
Caliber HW101 4 

Base caliber see above 
Special features bi-axial flying 
tourbillon w/ flying external carriage in 
titanium (full rotation in 120 seconds) 
and internal carriage inclined at 10- 
degree angle (full rotation in 40 
seconds), 20-piece limited editon 
Price $605,300 
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$50,000 AND UP 



Hautlence 

Model HLq05 
Reference HLq05 
Case rose gold, titanium 

• Water resistance 30 m 

• Diameter 43.8 mm 

• Height 10.65 mm 
Movement type manual-wind 

Caliber Hautlence's own in-house caliber 
Base caliber see above 
Special features jumping date, jumping 
hour, retrograde minutes and seconds, 
3-year guarantee and Hautlence 
Owner’s Club, which provides 3 
additional years’ coverage, limited to 88 
pieces 

Price $51,100 



Hublot 

Model King Power King Gold Ceramic 
Reference 707 .0M.1138.NR.FM010 
Case rose gold, ceramic 

• Water resistance 30 m 

• Diameter 48 mm 

• Height 17.5 mm 
Movement type manual-wind 
Caliber HUB 73 00 

Base caliber see above 

Special features chronograph, tourbillon 

Price $210,000 



Hublot 

Model Masterpiece 01 
Reference 9Q1 .NX.0129.RX 
Case titanium 

• Water resistance 30 m 

• Length and width 57 mm x 50 mm 

• Height 16 mm 
Movement type manual-wind 
Caliber HUB 9 001 

Base caliber see above 
Special features monopusher chrono¬ 
graph movement made in-house 
Price $85,000 



Hublot 

Model Big Bang Minute Repeater 
Tourbillon 

Reference 304 .PX.1180.LR 
Case rose gold 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 14.2 mm 
Movement type manual-wind 
Caliber HUB 8 000 

Base caliber see above 
Special features skeletonized minute 
repeater/tourbillon movement 
Price $290,000 



Hublot 

Model King Power Tourbillon GMT 
Reference 7Q6.CI.mQ.RX 
Case black ceramic 

• Water resistance 30 m 

• Diameter 48 mm 

• Height 17.5 mm 
Movement type manual-wind 
Caliber HUB 6121 

Base caliber see above 
Special features tourbillon GMT 
movement 
Price $180,000 


Hublot 



Model Key of Time 
Reference 902 .ND.1140.RX 
Case titanium w/ black DLC 

• Water resistance 30 m 

• Length and width 53 mm x 51 mm 

• Height 23 mm 
Movement type manual-wind 
Caliber HUB 9 002 

Base caliber see above 
Special features ability to “slow down” 
or “fast-forward” time with push of a 
button: in slow mode hands move 1/3 
slower, in fast mode, 1/3 faster, while 
watch always keeps track of real time 
Price $360,000 
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$50,000 AND UP 



Jaeger-LeCoultre 

Model Master Grande Tradition A Repeti¬ 
tion Minutes 
Reference Q501T450 
Case titanium 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 15.63 mm 
Movement type automatic 
Caliber Jaeger-LeCoultre 947 
Base caliber see above 

Special features minute repeater, skele¬ 
tonized dial, limited to 100 pieces 
Price $176,000 



Jaquet Droz 

Model Tourbillon 
Reference J013034240 
Case white gold 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 13.1 mm 
Movement type automatic 
Caliber Jaquet Droz 25JD 
Base caliber see above 
Special features tourbillon 
Price $92,500 



Jaquet Droz 

Model The Heure Celeste 
Reference J00 5024538 
Case white gold 

• Water resistance 30 m 

• Diameter 41 mm 

• Height 13.2 mm 
Movement type automatic 
Caliber Jaquet Droz 2653 
Base caliber see above 

Special features 272 diamonds on case 
Price $51,100 



Louis Moinet 

Model Astralis 
Reference LM27.75.50 
Case rose gold 

• Water resistance 50 m 

• Diameter 46.5 mm 

• Height 17.62 mm 
Movement type manual-wind 
Caliber Louis Moinet caliber LM27 
Base caliber see above 

Special features unique piece, “astral” 
tourbillon, split-second column-wheel 
chronograph, 24-hr. planetarium func¬ 
tion, four meteorites used on dial 
Price $295,000 



Jaquet Droz 

Model Grande Seconde Tourbillon 
Automatic 

Reference J013 053200 
Case rose gold 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 13.1 mm 
Movement type automatic 
Caliber Jaquet Droz 25JD 
Base caliber see above 

Special features tourbillon, off-center 
hours and minutes subdial 
Price $92,500 



Louis Vuitton 

Model Tambour Minute Repeater 
Reference N/A 
Case white gold 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 13.5 mm 
Movement type automatic 
Caliber LV178 

Base caliber see above 
Special features minute repeater, 100- 
hour power reserve, two time zones 
Price $350,000 
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$50,000 AND UP 



Maitres du Temps 

Model Chapter Two 
Reference C2T.55.21.132 
Case rose gold 

• Water resistance N/A 

• Diameter 58 mm x 42 mm 

• Height 16 mm 
Movement type automatic 
Caliber SHC01 

Base caliber see above 
Special features instantaneous triple 
calendar, big date, day indication on 
roller, month indication on roller, 
subsidiary seconds 
Variations white gold ($84,500) 

Price $82,700 



Patek Philippe 

Model Ladies First Minute Repeater 
Reference 7000R 
Case rose gold 

• Water resistance N/A 

• Diameter 33.7 mm 

• Height N/A 

Movement type automatic 
Caliber Calibe r R 27 PS 
Base caliber see above 
Special features minute repeater 
Price $350,000 



Montblanc 

Model Tourbillon Bi-Cylindrique 
Reference 106494 
Case white gold 

• Water resistance 30 m 

• Diameter 47 mm 

• Height 14.4 mm 
Movement type manual-wind 
Caliber MBM 6 5.63 

Base caliber see above 
Special features 1-minute tourbillon at 
12 o'clock, hours and minutes at 6 
o’clock, seconds on tourbillon cage at 12 
o’clock, limited edition of 8 pieces 
Variations rose gold ($296,800) 

Price $310,300 



Patek Philippe 

Model Triple Complication Ref. 5208P 
Reference 5208P 
Case platinum 

• Water resistance N/A 

• Diameter 42 mm 

• Height N/A 

Movement type automatic 
Caliber Calibe r R CH 27 PS Ql 
Base caliber see above 
Special features minute repeater, mono¬ 
pusher chronograph, perpetual calendar 
Price $825,000 



Parmigiani 

Model Toric Oval Watch with Telescopic 
Hands 

Reference 1015 2,1020 
Case rose gold 

• Water resistance 30 m 

• Length and width 52.2 mm x 37.88 mm 

• Height 12.55 mm 
Movement type automatic 
Caliber PF114 

Base caliber see above 

Special features telescopic hands, date 

window 

Variations white gold 
Price $95,000 



Perrelet 


Model Automatic Flying Tourbillon 

Reference A4011/1 

Case rose gold w/ black DLC steel 

• Water resistance 50 m 

• Diameter 50 mm 

• Height 14.3 mm 
Movement type automatic 
Caliber P-161 

Base caliber see above 
Special features tourbillon, off-center 
hours and minutes, limited edition of 20 
pieces 

Price $105,000 



WatchTime Buyer’s Guide 2012 47 































































$50,000 AND UP 



Piaget 

Model Limelight Garden Party 
Reference G0A36169 
Case white gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 7.9 mm 
Movement type quartz 
Caliber 56P 

Base caliber see above 
Special features small hours, minutes in 
center; bezel, dial and buckle set with 
165 brilliant-cut diamonds; 18k white 
gold diamond-set rotating birds and 
branches on dial 
Price $50,500 



Ralph Lauren 

Model Stirrup Diamond Link 
Reference RLR0012200 
Case white gold 

• Water resistance 30 m 

• Length and width 27.7 mm x 29.3 mm 

• Height 7.1 mm 
Movement type manual-wind 
Caliber RL43Q 

Base caliber see above 
Special features hours, minutes, full- 
pave diamond case and bracelet with a 
total of 1,553 brilliant-cut diamonds 
Price $175,000 



Piaget 

Model Polo 40 mm 
Reference G0A36024 
Case rose gold, white gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 9.1 mm 
Movement type automatic 
Caliber 534P 

Base caliber see above 
Special features heart of ruby dial with 
rose-gold Arabic numeral and index ap¬ 
pliques, bezel set with 38 brilliant-cut 
diamonds 
Price $58,000 



RGM 

Model Pennsylvania Series Tourbillon 
Reference PSMM2 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43.5 mm 

• Height 13.5 mm 
Movement type manual-wind 
Caliber American Made Tourbillon 
Base caliber see above 

Special features tourbillon, custom dial 
in silver or solid gold 
Price $95,000 



Piaget 



Model Polo FortyFive Perpetual Calendar 
Reference G0A36001 
Case titanium, rose gold 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 12.3 mm 
Movement type automatic 
Caliber 855P 

Base caliber see above 
Special features dual time at 8 o’clock, 
day/night indicator, small seconds at 4 
o’clock, month/leap year at 12 o'clock, 
retrograde day at 9 o’clock, retrograde 
date at 3 o’clock 
Price $70,000 



Richard Mille 

Model RM 030 with Dedutchable Rotor 
Reference RM 030 with Dedutchable 
Rotor 

Case titanium 

• Water resistance N/A 

• Length and width 50 mm x 42.7 mm 

• Height 5.59 mm 
Movement type automatic 
Caliber Calibe r RMAR1 
Base caliber see above 

Special features movement winding 
rotor declutches automatically to 
prevent overwinding 
Price $85,000 
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PROMOTION 


Richard H e 


The RM 032 combines the practical features of timekeeping 
on land with a case that performs flawlessly in the exotic and 
harsh environmental conditions experienced by deep sea divers. 
To avoid any external pressure effect or accidental activation of 
the chronograph pushers while diving, Richard Mille developed 
a locking crown for the RM 032. The crown and pushers lock in 
place when the crown ring is rotated: green indicates an 


unlocked position, and red displays a locked position. This fea¬ 
ture also protects the movement from damage due to excessive 
pressure or shocks to the crown. The RM 032’s tripartite case is 
extremely difficult to manufacture: the process includes a one- 
and-a-half hour turning phase and 830 operations during a nine- 
hour milling phase. This innovative and extremely technical sy¬ 
stem is specific to the RM 032 and is patent pending. 



Reference: RM 032 


Water resistance: 300 m 


Diameter: 50 mm 


Movement type: automatic 


Special features: oversize date display, flyback 
chronograph, running indicator, rotor with adjust¬ 
able geometry, annual calendar, unidirectional 
rotating bezel, locking crown and pushers 




Richard M e 
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Richard Mille 

Model RM 035 Red Gold 
Reference RM 033 Red Gold 
Case rose gold 

• Water resistance N/A 

• Diameter 45.7 mm 
■ Height N/A 

Movement type automatic 

Caliber Calibe r RMXP1 

Base caliber see above 

Special features skeletonized movement 

Price $95,000 



Richard Mille 

Model RM 058 Bubba Watson 
Reference RM 038 Bubba Watson 
Case magnesium-aluminum alloy AZ91 

• Water resistance N/A 

• Diameter 48 mm x 39.7 mm 

• Height N/A 

Movement type manual-wind 

Caliber Calibe r RM 038 

Base caliber see above 

Special features tourbillon, skeletonized 

movement 

Price $590,000 



Richard Mille 

Model RM 035 Rafael Nadal 
Reference RM 035 Rafael Nadal 
Case Magnesium WE 54 

• Water resistance N/A 

• Length and width 48 mm x 39.7 mm x 
12.25 mm 

■ Height N/A 

Movement type manual-wind 
Caliber Calibe r RMUL1 
Base caliber see above 
Price $99,000 



Richard Mille 

Model RM 026 White Gold 
Reference RM 026 White Gold 
Case white gold 

• Water resistance N/A 

• Diameter 45 mm x 39.7 mm 

• Height N/A 

Movement type manual-wind 
Caliber Calibe r RM 026 
Base caliber see above 
Special features rubies, emeralds and 
diamonds on skeletonized movement 
Price $640,000 



Richard Mille 

Model RM 032 Red Gold 
Reference RM 032 Red Gold 
Case rose gold 

• Water resistance N/A 

• Diameter 50 mm 

• Height N/A 

Movement type automatic 
Caliber RMAC2 
Base caliber see above 
Price $175,000 



Scalfaro 

Model Porto Cervo Rocks Chrono (Diam. 
8.0ct.) 

Reference A03A.05.01A.1.12.Q30.20.DIAM- 
8.0.TWVSI 

Case stainless steel 

• Water resistance 100 m 

• Length and width 42 mm x 59 mm 

• Height 15.7 mm 
Movement type automatic 
Caliber Swiss ADK151 

Base caliber see above, La Joux-Perret 
Special features big date, flyback 
chronograph, case set with 500 non- 
fluorescent diamonds, see-through 
caseback, decorated movement 
Price $69,000 
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$50,000 AND UP 



Speake-Marin 

Model Marin-2 Thalassa 
Reference M2 
Case white gold 

• Water resistance N/A 

• Diameter 42 mm 

• Height 12 mm 
Movement type manual-wind 
Caliber Speake-Marin Cal. SM-2 
Base caliber see above 

Special features hand-finished move¬ 
ment, large distinctive seconds wheel 
Price $63,000 



Urwerk 

Model UR 110 T orpedo 

Reference UR 110 Torpedo 

Case titanium, bezel in stainless steel 

• Water resistance N/A 

• Length and width 47 mm x 51 mm 

• Height N/A 

Movement type automatic 

Caliber UR 9.0 1 

Base caliber see above 

Special features revolving satellite 

complication w/ hours and minutes on 

planetary gears 

Price $115,000 



Ulysse Nardin 

Model Black Surf Limited Edition 
Reference 266 -31LE-3F 
Case rose gold 

• Water resistance N/A 

• Diameter 42.7 mm 
■ Height N/A 

Movement type automatic 
Caliber UN-26 
Base caliber see above 
Special features COSC-certified chrono¬ 
meter, power-reserve display, oversized 
seconds hand, case set w/ 246 diamonds 
(approx 1.3 ct), screw-down security 
crown, limited to 100 pieces 
Price $94,500 



Urwerk 

Model UR 202 Turbine Automatic 
Reference UR 202 Turbine Automatic 
Case platinum w/ titanium back 

• Water resistance N/A 

• Length and width 45.6 mm x 43.5 mm 

• Height N/A 

Movement type automatic 
Caliber calibre UR 7.02 
Base caliber see above 
Special features telescopic minute 
hands and orbiting hour satellites 
Price $240,000 



Ulysse Nardin 

Model Royal Blue Tourbillon Haute 
Joaillerie 
Reference 799-93 
Case platinum 

• Water resistance 30 m 

• Diameter 43 mm 
■ Height N/A 

Movement type manual-wind 
Caliber UN-79 
Base caliber see above 
Special features case set w/ diamonds 
(2.84 ct) and sapphires (1.36 ct), flying 
tourbillon, winding of the movement 
through a circular rack mechanism, 
limited edition of 99 pieces 
Price $320,000 



Urwerk 


Model UR-1001 Zeit Device 
Reference UR-1001 Zeit Device 
Case AITiN 

• Water resistance N/A 

• Length and width 106 mm x 62 mm 

• Height N/A 

Movement type automatic 
Caliber UR-10. 01 
Base caliber see above 
Special features 100-hour, 1,000-hour 
and “oil change” indicators 
Price $450,000 
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$50,000 AND UP 



Vacheron Constantin 

Model Overseas Chronograph Perpetual 
Calendar 

Reference 490 20/0Q0A-9718 
Case stainless steel 

• Water resistance 150 m 

• Diameter 42 mm 

• Height 12.8 mm 
Movement type automatic 
Caliber 1156 Q P 

Base caliber see above 
Special features perpetual calendar, 
moon-phase, solid back with “overseas” 
medallion, protected against magnetic 
fields, limited edition of 20 individually 
numbered pieces, exclusively for the Va¬ 
cheron Constantin Boutique in New York 
Price $67,000 



Vacheron Constantin 

Model Patrimony Traditionnelle 
Calibre 2755 

Reference 801 72/000R-9724 
Case rose gold 

• Water resistance N/A 

• Diameter 44 mm 

• Height 15.65 mm 
Movement type manual-wind 
Caliber 2766 

Base caliber see above 
Special features polished and hand- 
engraved with designs inspired by the 
building of the Vacheron Constantin New 
York Boutique, limited edition, Geneva 
Seal 

Price $780,000 



Vacheron Constantin 

Model Quai de Hie Retrograde Annual 
Calendar 

Reference 860 40/0Q0R-I0P29 
Case rose gold 

• Water resistance 50 m 

• Length and width 45 mm x 54 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber 2460 Q RA 

Base caliber see above 
Special features annual calendar, date 
with retrograde hand, precision moon- 
phase, Geneva Seal 
Variations white gold ($68,000) 

Price $68,000 



Vacheron Constantin 

Model Metiers d’Art La Symbolique des 
Laques 

Reference 552 22/000R-9548 
Case rose gold 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 7.5 mm 
Movement type manual-wind 
Caliber 1005 S Q 

Base caliber see above 
Special features gold lacquered dial 
using the Japanese maki-e technique, 
limited series of 20 sets per year, each 
containing 5 watches, Geneva Seal 
Price $509,900 (set of 5 watches) 



Vacheron Constantin 

Model Patrimony Contemporaine 
Perpetual Calendar 
Reference 451 75/000R-9687 
Case rose gold 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 8.9 mm 
Movement type automatic 
Caliber 1120 Q P, 

Base caliber see above 
Special features perpetual calendar, 
Geneva Seal 
Price $79,000 



Van Cleef & Arpels 

Model Midnight in Paris 
Reference VCA RF8Q70Q 
Case rose gold 

• Water resistance N/A 

• Diameter 41 mm 

• Height N/A 

Movement type automatic 
Caliber N/A 

Base caliber see above 
Special features rotating aventurine 
dial, movement indicates the constella¬ 
tions’ positions over 565 days 
Price $80,000 
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$50,000 AND UP 



Van Cleef & Arpels 

Model Feerie 
Reference VCA RF80600 
Case white gold 

• Water resistance N/A 

• Diameter 38 mm 

• Height N/A 

Movement type automatic 
Caliber N/A 

Base caliber see above 
Special features dial features hot ena¬ 
meling, guilloche-motif, hand with gold 
and diamond setting; movement based 
on Jaeger-LeCoultre 846 with a module 
developed exclusively for VCA 
Price $120,000 



Vulcain 

Model The World Cloisonne Enamel 
Limited Edition 
Reference 100 508.127L 
Case rose gold 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 14.45 mm 
Movement type manual-wind 
Caliber Vulcain V-10 Cricket 
Base caliber see above 

Special features alarm, aviator GMT, 
hand crafted cloisonne enamel dial, 
limited edition of 30 pieces 
Variations white gold ($53,675), custom 
dials available, made to order 
Price $52,175 



Van Cleef & Arpels 

Model From the Earth to the Moon 
Reference VCA R0247QQ 
Case white gold 

• Water resistance N/A 

• Diameter 42 mm 
■ Height N/A 

Movement type automatic 
Caliber N/A 

Base caliber see above 
Special features dial featuring 
champleve enamel, black jade, agate, 
and meteorites; movement w/ 
retrograde motion; round diamonds 
Price $128,000 



Zenith 

Model El Primero Tourbillon 
Reference 652 050403591C714 
Case white gold 

• Water resistance N/A 

• Diameter 44 mm 

• Height 15.6 mm 
Movement type automatic 
Caliber El Primero 4035 D 
Base caliber see above 

Special features tourbillon, chrono¬ 
graph, unique and patented date around 
tourbillon carriage 
Variations white gold & diamonds 
($241,000), rose gold ($73,500), stain¬ 
less steel ($54,700) 

Price $75,700 



Van Cleef & Arpels 

Model Five Weeks in a Balloon 
Reference VCA RQ24C00 
Case white gold 

• Water resistance N/A 

• Diameter 42 mm 
■ Height N/A 

Movement type automatic 
Caliber N/A 

Base caliber see above 
Special features dial features champleve 
enamel, paillonne enamel, and m-o-p, 
retrograde motion, alligator strap with 
folding buckle 
Price $128,000 



Zenith 

Model Academy Christophe Colomb 
Equation of Time 
Reference 652220880801C630 
Case white gold 

• Water resistance N/A 

• Diameter 45 mm 

• Height 14.35 mm 
Movement type manual-wind 
Caliber El Primero 8808 
Base caliber see above 

Special features zero gravity with 
equation of time 
Variations rose gold ($241,000) 
Price $241,000 
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$40,000 TO $49,999 


A. Lange & Sohne 

Model Lange 1 Time Zone 
Reference 116.033 
Case rose gold 

• Water resistance 30 m 

• Diameter 41.9 mm 

• Height 11 mm 
Movement type manual-wind 
Caliber Lange L031.1 

Base caliber see above 
Special features day/night display, 
power reserve displays, small seconds 
w/stop seconds, second time zone w/ 
day/night display and city ring, big date 
display for home time 
Variations yellow gold; platinum 
($61,800) 

Price $45,000 


Blancpain 

Model Villeret 8-Day Complete Calendar 
Reference 663 9-3637-55B 
Case rose gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 13.07 mm 
Movement type automatic 
Caliber 6639 

Base caliber see above 
Special features 8-day complete calen¬ 
dar, moon-phase display, small seconds, 
under-lug correctors, grand feu enamel¬ 
led dial, secured calendar and moon- 
phase mechanism 
Price $40,000 





Armin Strom 

Model Blue Chip Chronograph Skeleton 
Reference RG09-CR.76 
Case stainless steel 

• Water resistance 50 m 

• Diameter 46.5 mm 

• Height 15.9 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features hand-made skeletoni¬ 
zed in-house movement, fully engraved 
on both sides, lip on the bezel at 6 
o’clock to engrave the initials of the 
owner 

Price $43,000 



Blancpain 

Model Villeret 8-Day Half-Timezone 
Reference 666 1-1531-55B 
Case white gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 13.65 mm 
Movement type automatic 
Caliber 5235D F 

Base caliber see above 
Special features 8-day half-time zone- 
date, day/night display, white grand feu 
enamelled dial, secured movement 
Variations rose gold 
Price $42,300 



Audemars Piguet 

Model Royal Oak Offshore Arnold 
Schwarzenegger The Legacy 
Reference 263 78I0.00.A0Q1KE.Q1 
Case black ceramic 

• Water resistance 100 m 

• Diameter 48 mm 

• Height 14.1 mm 
Movement type automatic 
Caliber 2326/2 840 

Base caliber see above 
Special features chronograph, date dis¬ 
play, ceramic bezel, screw-locked crown, 
limited to 1,500 pieces 
Price $47,200 



Cartier 

Model Santos-Dumont Skeleton Carbon 
Watch 

Reference W2020052 
Case titanium w/ADLC coating 

• Water resistance 30 m 

• Length and width 38.7 mm x 47.4 mm 

• Height 9.4 mm 
Movement type manual-wind 
Caliber 9612 M C 

Base caliber see above 
Special features skeletonized move¬ 
ment, a patent-pending piece 
Price $46,000 
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$40,000 TO $49,999 



Corum 

Model Golden Bridge Automatic 
Reference 513 .150.55/0002 FK02 
Case rose gold 

• Water resistance 30 m 

• Length and width 37.2 mm x 51.8 mm 

• Height 13.8 mm 
Movement type automatic 
Caliber CO 313 

Base caliber see above 
Special features baguette movement 
with linear winding system, limited 
edition piece 

Variations rose gold w/black dial; white 
gold w/slate dial ($46,200); white gold 
w/black dial ($46,200) 

Price $44,100 



Franc Vila 

Model FVa35 SuperSonico 5 Minutes 

Repeater 

Reference FVa35 

Case titanium, lightnium 

• Water resistance 100 m 

• Length and width 42 mm x 50 mm 

• Height 17 mm 
Movement type automatic 
Caliber FV35 

Base caliber see above 
Special features minute repeater, 
limited to 88 pieces 
Price $49,000 



Corum 

Model Admiral's Cup Seafender 47 
Tourbillon GMT 

Reference 397 .101.18/0001 AK11 
Case aluminium 

• Water resistance 50 m 

• Diameter 47 mm 

• Height 15.8 mm 
Movement type automatic 
Caliber CO 397 

Base caliber see above 
Special features tourbillon, GMT display, 
limited edition piece 
Variations rose gold ($73,500) 

Price $49,400 



Frederique Constant 

Model Manufacture Tourbillon 
Reference FC980EGF4H9 
Case rose gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12.1 mm 
Movement type automatic 
Caliber FC980 

Base caliber see above 
Special features tourbillon 
Price $46,500 



Dior 

Model Dior VIII 
Reference CD1 235F3C001 
Case ceramic 

• Water resistance 50 m 

• Diameter 33 mm 

• Height N/A 

Movement type automatic 
Caliber ETA 20 00 
Base caliber see above 
Special features bezel set with 60 
baguette citrines (2.39 cts.), orange 
lacquered oscillating weight, transpa¬ 
rent caseback 

Variations tsavorite baguette, diamond 
baguette, or pink sapphire baguette-set 
bezel 

Price $41,000 



Harry Winston 


Model Project Z6 Black Edition 
Reference 400/MMAC44ZKC.K2 
Case Zalium with DLC coating 
• Water resistance 100 m 


• Diameter 44 mm 


• Height 13.5 mm 
Movement type automatic 
Caliber HW 10 10-01 
Base caliber see above 
Special features small seconds, day and 
night display, alarm w/day and night 
display, 72-hour power reserve, limited 
to 300 pieces 



Price $46,400 
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$40,000 TO $49,999 



Hautlence 

Model HLq07 
Reference HLq07 
Case titanium 

• Water resistance 30 m 

• Diameter 43.8 mm 

• Height 10.65 mm 
Movement type manual-wind 
Caliber Hautlence in-house caliber 
Base caliber see above 

Special features jumping date, jumping 
hour, retrograde minutes and seconds, 
3-year guarantee (part of Hautlence 
Owner's Club - 3 additional years’ cover¬ 
age) limited to 88 pieces 
Price $40,600 



Piaget 

Model Altiplano 38mm 
Reference G0A36129 
Case white gold 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 6.4 mm 
Movement type manual-wind 
Caliber 430P 

Base caliber see above 
Special features full pave dial, case 
and buckle set with 836 brilliant-cut 
diamonds 
Price $48,000 



Montblanc 

Model Vintage Pulsographe 
Reference 106496 
Case white gold 

• Water resistance 30 m 

• Diameter 39.5 mm 

• Height 12.03 mm 
Movement type manual-wind 
Caliber MB M13 .21 

Base caliber see above 
Special features monopusher chrono¬ 
graph mechanism with column-wheel 
and horizontal coupling, limited to 58 
pieces 

Variations rose gold ($47,200) 

Price $49,900 



Vacheron Constantin 

Model Patrimony Traditionnelle World 
Time 

Reference 860 60/000R-9640 
Case rose gold 

• Water resistance 30 m 

• Diameter 42.5 mm 

• Height 11.5 mm 
Movement type automatic 
Caliber 2460 WT, Geneva Hallmark 
Base caliber see above 

Special features world time display (37 
time zones) with day/night disk 
Price $48,900 



Panerai 

Model Radiomir 3 Days Platino 47mm 
Reference PAM00373 
Case platinum 

• Water resistance 100 m 

• Diameter 47 mm 
■ Height N/A 

Movement type manual-wind 

Caliber P.3000 

Base caliber see above 

Special features 3-day power reserve 

display 

Price $44,800 



Vulcain 

Model Anniversary Heart Calendar 
Automatic 

Reference 220 536.269L 
Case rose gold 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 12.7 mm 
Movement type automatic 
Caliber Vulcain V-22 
Base caliber see above 

Special features “Cricket” alarm move¬ 
ment, double barrel, 257 parts, 

23 jewels, Exactomatic mechanical 
Price $41,650 
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Omega 

A Journey Through Time 


At over 800 pages, with more than 6,600 illustrations, this is 
one of the most comprehensive works ever published about a 
watch brand. Devoted entirely to the evolution of Omega’s 
watches, from the late 19th century to the present day, its 
pages come to life with reproductions of numerous watch ad¬ 
vertisements that echo the color, feel and flavor of their time. 

The book is ideal for collectors, who will find info on all 
their favorite Omega models. Prefaced by Nicolas G. Hayek 
and written and designed by Marco Richon, curator of the 
Omega Museum, it is organized like a structured catalogue: 
divided into 12 chapters, preceded by a brief history of the 
company and followed by a complete list of calibers. 


TABLE OF CONTENTS 

Omega Saga in Summary 

1. Sister Brands 

2. Pocket Watches 

3. Wristwatches 

4. High Precision 

5. Official watches 

6. Automatic 

7. Seamaster and Divers’ 
watches 








832 pages, 10” x 12”, 6,625 illustrations (70% in 


full color and most never before published), 
cloth binding with a laminated dust jacket. 
US $360 (incl. shipping + handling) 


All Orders: Toll-free in the U.S. and Canada: 

1 - 888 - 289-0038 


International Orders: +1-973-627-5162 

Fax: +1-973-627-5872 

email: custsvc watch@fulcoinc.com 
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$30,000 TO $39,999 



A. Lange & Sohne 

Model Little Saxonia 
Reference 835.030 
Case white gold 

• Water resistance 30 m 

• Diameter 34 mm 

• Height 8 mm 

Movement type manual-wind 
Caliber Lange manufacture calibre 
L941.2 

Base caliber see above 

Special features 50 Top Wesselton VVS 

diamonds on case, subsidiary seconds 

with stop seconds 

Variations yellow and pink gold 

($33,100) 

Price $34,300 



Audemars Piguet 

Model Royal Oak Offshore 
Reference 264 00SO.00.A002CA.01 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 15 mm 
Movement type automatic 
Caliber 3126/3 840 

Base caliber see above 
Special features chronograph, date, 
sapphire crystal caseback with black 
ceramic bezel, screw-locked crown and 
push-pieces with ceramic push-piece 
guards. 

Price $33,000 



Angular Momentum 

Model Sparkling Digital 
Reference AM-M49 
Case white gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 11 mm 
Movement type manual-wind 
Caliber Historical FHF96 
Base caliber see above 

Special features bezel with TW VVS 
diamonds, sapphire crystal with white 
gold aperture and digital time display, 
black enamel coating, diamonds and 
diamond dust 
Price $36,000 



Audemars Piguet 

Model Royal Oak Offshore 
Reference 264Q0AU.00.A002CA.01 
Case forged carbon 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 15 mm 
Movement type automatic 
Caliber 3126/3 840 

Base caliber see above 
Special features chronograph, date, 
sapphire crystal caseback, black ceramic 
bezel, screw-locked crown and push- 
pieces with titanium push-piece guards 
Price $36,500 



Angular Momentum 

Model Verre Eglomise Flower Bouquet 
Reference AM-VE-B53 
Case white gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 11 mm 
Movement type manual-wind 
Caliber Historical FHF 96 
Base caliber see above 
Special features Verre Eglomise 
miniature painting of a colorful flower 
bouquet on white ground, aperture for 
digital time display by Heure Souscrip- 
tion, unique piece 

Price $36,000 



Audemars Piguet 

Model Millenary 

Reference 153 500R.00.D093CR.01 
Case rose gold 

• Water resistance 20 m 

• Length and width 47 mm x 42 mm 

• Height 13 mm 
Movement type automatic 
Caliber Audemars Piguet 4101 
Base caliber see above 

Special features glare-proof sapphire 
crystal and caseback, black off-centered 
disc with black small seconds counter, 
rose-gold applied Roman numerals and 
hands 

Price $39,800 
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$30,000 TO $39,999 



Blancpain 

Model Villeret Single-pusher 
Chronograph 
Reference 6685-3642-55B 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 12.98 mm 
Movement type automatic 
Caliber 66CM8 

Base caliber see above 
Special features monopusher chrono¬ 
graph, complete calendar, moon-phase 
display, stamped opaline dial, under-lug 
correctors 

Variations steel with white dial 
($20,300) 

Price $31,500 



Breguet 

Model Classique 
Reference 773 7BR/1E/9V6 
Case rose gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 9.9 mm 
Movement type automatic 
Caliber 502.3. QSE1 

Base caliber see above 

Special features subsidiary seconds, 

date/week display, moon-phase display, 

transparent caseback 

Variations yellow gold ($37,000), white 

gold ($38,000) 

Price $37,500 



Blancpain 

Model Villeret Annual Calendar 
Reference 667 0-3642-55B 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 10.9 mm 
Movement type automatic 
Caliber 6054F 

Base caliber see above 
Special features annual calendar with 
GMT, small seconds, stamped opaline 
dial, under-lug correctors 
Variations white gold ($38,200) 

Price $38,200 



BRM 

Model R50 Gulf Watch 
Reference TNGULF 
Case titanium 

• Water resistance 100 m 

• Diameter 50 mm 

• Height 7.5 mm 
Movement type automatic 
Caliber Precitime 

Base caliber see above 

Special features limited edition of 30 

pieces 

Price $34,750 



Breguet 

Model Reinede Naples 
Reference 891 8BR 58 864 DOOD 
Case rose gold 

• Water resistance 30 m 

• Length and width 28.45 mm x 36.5 
mm 

• Height 10.05 mm 
Movement type automatic 
Caliber 537/1 

Base caliber see above 
Special features bezel and case band set 
with 117 diamonds, transparent case- 
back, m-o-pdial 

Variations rose-gold bracelet; yellow 
gold ($32,400), white gold ($34,400) 
Price $34,400 



Bulgari 

Model Serpenti Two Twirl 
Reference 101923 
Case yellow gold 

• Water resistance 30 m 

• Diameter 35 mm 

• Height 9 mm 
Movement type quartz 
Caliber B033 

Base caliber see above 

Special features brilliant-cut diamonds 

on bezel, gold crown set with a pink 

rubellite 

Price $31,800 
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$30,000 TO $39,999 



Bulgari 

Model Mediterranean Eden Mystery 
Watch 

Reference 101907 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm 
■ Height N/A 
Movement type quartz 
Caliber B046 

Base caliber see above 
Special features sliding cover set with 
diamonds, amethyst, citrine, peridot, 
topaz, and tourmaline 
Price $34,700 



Cartier 

Model Ballon Bleu de Cartier, Extra Flat 
Reference W6920059 
Case platinum 

• Water resistance 30 m 

• Diameter 46 mm 

• Height 7.05 mm 
Movement type manual-wind 
Caliber 430 MC 

Base caliber see above 

Special features limited and numbered 

edition of 99 pieces 

Variations white gold ($24,000), rose 

gold: ($22,500) 

Price $35,900 



Carl F. Bucherer 

Model Patravi Calendar 
Reference 00. 10629.03.15.01 
Case rose gold 

• Water resistance 50 m 

• Diameter 42.6 mm 

• Height 12.85 mm 
Movement type automatic 
Caliber CFB A1 004 

Base caliber see above 

Special features caseback with sapphire 

crystal, week display, big date, day 

display, small seconds,55-hour power 

reserve 

Price $31,500 



cAJvrttij 


Cartier 

Model Calibre de Cartier 
Reference W7100018 
Case rose gold 

• Water resistance 30 m 

• Diameter N/A 

• Height N/A 

Movement type automatic 
Caliber 1904-P S MC 
Base caliber see above 
Special features small seconds, date 
Variations available with brown dial 
Price $38,000 



Carl F. Bucherer 

Model Manero BigDate Power 
Reference QQ. 10905.Q3.13.21 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 11.6 mm 
Movement type automatic 
Caliber CFB 19 64 

Base caliber ETA 2892 

Special features caseback with sapphire 

crystal, big date, 42-hour power-reserve 

display, small seconds 

Variations with 64 diamonds ($40,700) 

Price $33,800 



Chopard 

Model L.U.C ChronoOne 
Reference 161928-5001 
Case rose gold 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.06 mm 
Movement type automatic 
Caliber L.U.C 11CF 

Base caliber see above 
Special features chronograph 
Price $38,700 
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$30,000 TO $39,999 



David Yurman 

Model Classic 18K Rose Gold 
Reference T713 9QM8RBRAC 
Case rose gold 

• Water resistance 30 m 

• Diameter 38 mm 
■ Height N/A 
Movement type quartz 
Caliber ETA 

Base caliber see above 
Special features case with integrated 
cable pattern, blue sapphire crown, 
white m-o-p dial with applied Roman 
numerals and diamond markers, white 
diamond-set bezel 

Variations eggplant, navy or white strap 
($17,000) 

Price $31,000 



Dior 

Model Dior VIII Grand Bal 
Reference CD1 24BE2C0Q1 
Case black ceramic 

• Water resistance 50 m 

• Diameter 38 mm 

• Height N/A 

Movement type automatic 
Caliber calibre “Dior Inverse” 

Base caliber see above 
Special features black m-o-p dial from 
Vietnam set with 12 diamonds, move¬ 
ment’s white-gold oscillating weight set 
with 195 diamonds 
Variations available in four designs 
Price $36,500 



DeWitt 

Model Golden Afternoon 
Reference GA.AU.001 
Case rose gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 9.28 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 
Special features chocolate m-o-p dial 
with salmon and white m-o-p flowers, 
146 brilliant-cut diamonds (1.414 cts.) 
Price $35,200 



Fendi 

Model Crazy Carats 
Reference F10 5034000P4P02 
Case stainless steel w/ diamonds 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 9.8 mm 
Movement type quartz 
Caliber Ronda 751 
Base caliber see above 

Special features unique patented gem¬ 
stone mechanism; precious stone pave 
case with pave diamond dial; diamonds, 
pink sapphires and blue sapphires as 
rotating indices to create three separate 
and distinctive looks 
Variations w/ sapphires ($25,000) 

Price $35,000 



DeWitt 

Model Academia Chronostream 
Reference AC. 60Q5.55.MQ92 
Case rose gold 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 13.35 mm 
Movement type automatic 
Caliber DW60 Q5 

Base caliber see above, ETA6005 
Special features refined sunray pattern 
in background in opaline-white color, 
two central subdials surrounded by an 
applique, radiator grille in the center 
Price $39,900 



Gallet 


Model Flight Officer NAWCC Museum 
Edition 

Reference 2457SB 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 12 mm 
Movement type automatic 
Caliber Gallet G330 

Base caliber see above 



Special features in-house chronometer 
movement, split rattrapante chrono¬ 
graph, multi-time zone, 2 mainsprings, 
silicon escape wheel, 72-hour power 
reserve, large date, limited edition of 
250 to benefit the National Watch & 
Clock Museum 


Price $32,500 
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$30,000 TO $39,999 



Girard-Perregaux 

Model Cat's Eye Bi-Retro 
Reference 80485D52A761-KK7 A 
Case rose gold 

• Water resistance 30 m 

• Length and width 35.25 mm x 30.25 
mm 

• Height 10.45 mm 
Movement type automatic 
Caliber GP033 90 

Base caliber see above 
Special features diamonds on bezel, 
retrograde displays, moon-phase 
Price $31,960 



Graham 

Model Swordfish Diamonds 
Reference 2SW FS.S10R 
Case stainless steel 

• Water resistance 100 m 

• Diameter 46 mm 

• Height N/A 

Movement type automatic 

Caliber G1710 

Base caliber see above 

Special features chronograph, diamonds 

Variations available in gray, black or 

white 

Price $34,610 



Glashiitte Original 

Model Senator Diary 
Reference 100 -13-01-01-04 
Case rose gold 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 14.4 mm 
Movement type automatic 
Caliber 100 

Base caliber see above 
Special features reset function, pan¬ 
orama date, appointment day and hour, 
appointment mode, reminder function 
with alarm 
Price $35,300 



Harry Winston 

Model Midnight Big Date 
Reference 450 /MABD42WL.K 
Case white gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 10.15 mm 
Movement type automatic 
Caliber FP-2653-G.4 
Base caliber see above 

Special features off-center hours and 
minutes, twin-aperture big date 
Price $30,700 



Glashiitte Original 

Model Senator Perpetual Calendar 
Reference 100 -02-25-05-05 
Case rose gold 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13.6 mm 
Movement type automatic 
Caliber 100 

Base caliber see above 
Special features perpetual calendar with 
day, month, leap year and moon-phase 
display, panorama date, reset function 
Price $35,300 



Harry Winston 

Model Ocean Triple Retrograde 
Chronograph 

Reference 400/MCRA44ZKL.S 
Case Zalium w / DLC coating 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 12.5 mm 
Movement type automatic 
Caliber FP-118 5/M 

Base caliber see above, HW2831A/2-01 
Special features off-center hours and 
minutes, retrograde chrono with hrs, 
mins and secs 
Price $31,800 
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$30,000 TO $39,999 



Jaquet Droz 

Model L’ Heure Celeste Onyx 
Reference J0Q 5Q23521 
Case rose gold 

• Water resistance 30 m 

• Diameter 41 mm 

• Height 13.2 mm 
Movement type automatic 
Caliber Jaquet Droz 2653 
Base caliber see above 

Special features off-center time display, 
onyx dial 
Price $31,000 



Nivrel 

Model Piece Unique Repetition Squelette 
Reference N 9 50.001 RAKKKGJRO 
Case rose gold 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13.1 mm 
Movement type automatic 
Caliber Nivrel Repetition 
Base caliber E TA 2892-A2 

Special features 5-minute repeater, fine 
finishing, engraved and hand-skeleton¬ 
ized, repeater module chimes past hours 
and past 5-minute steps 
Variations steel with rose gold bezel 
($19,000), steel ($17,000) 

Price $31,600 



Krone 

Model La Grande Lune 
Reference KW 3050 
Case white gold 

• Water resistance 30 m 

• Diameter 45 mm 

• Height 10.6 mm 
Movement type automatic 
Caliber N/A 

Base caliber see above 
Special features only watch in which the 
moon accelerates and diminishes 
quickly, moon is hand-painted m-o-p 
Variations dial available in white, gray 
or aventurine 
Price $37,500 



Omega 

Model Seamaster Planet Ocean 
Reference 232 .58.42.21.04.001 
Case rose gold 

• Water resistance 600 m 

• Diameter 42 mm 

• Height 15.7 mm 
Movement type automatic 
Caliber Omega Co-Axial 8501 
Base caliber see above 

Special features chronometer, uni¬ 
directional diamond bezel, helium- 
release valve, silicon balance spring on 
Omega free-sprung-balance 
Price $34,500 



Montblanc 

Model Nicolas Rieussec Chronograph 
Anniversary Edition 
Reference 106486 
Case rose gold 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 14.8 mm 
Movement type manual-wind 
Caliber Montblanc MB R110 
Base caliber see above 

Special features monopusher chrono¬ 
graph, off-center hour-minute hands, 
30-min. and 60-sec. counters with rota¬ 
ting disks, limited edition of 190 pieces 
Price $38,100 



Piaget 

Model Altiplano 43mm 
Reference G0A36138 
Case white gold 

• Water resistance N/A 

• Diameter 43 mm 

• Height 5.25 mm 
Movement type automatic 
Caliber 12Q8P 

Base caliber see above 

Special features small seconds at 5 

o’clock, bezel set with 88 brilliant-cut 

diamonds 

Price $30,000 
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$30,000 TO $39,999 



Piaget 

Model Polo FortyFive 
Reference G0A36013 
Case rose gold 

• Water resistance 50 m 

• Diameter 38 mm 

• Height 9.7 mm 
Movement type quartz 
Caliber 15P 

Base caliber see above 
Special features date at 6 o’clock, bezel 
set with 58 brilliant-cut diamonds on a 
brown rubber strap 

Variations white gold, bezel set with 58 
brilliant-cut diamonds on a gray rubber 
strap ($31,500) 

Price $30,000 



Vacheron Constantin 

Model Overseas Small Model 
Reference 475 6Q/000R-9672 
Case rose gold 

• Water resistance 50 m 

• Diameter 36 mm 

• Height 9.4 mm 
Movement type automatic 
Caliber 1226 

Base caliber see above 
Special features bezel set with 88 
brilliant-cut diamonds (approx 0.36 
carats), solid caseback stamped with 
“Overseas” medallion, date display 
Variations bracelet ($43,600) 

Price $31,700 



Rolex 

Model Oyster Perpetual Datejust Special 
Edition 

Reference 81315 
Case “Everose” gold 

• Water resistance 100 m 

• Diameter 34 mm 

• Height N/A 

Movement type automatic 
Caliber Rolex 2235 
Base caliber see above 
Special features bezel set with 12 
diamonds, m-o-p dial w/ gold dust, 
Oyster bracelet 

Variations white gold ($33,250 and up), 
yellow gold ($30,700 and up) 

Price $36,150 



Vacheron Constantin 

Model Historiques American 1921 
Boutique New York 
Reference 820 35/000J-9717 
Case rose gold, yellow gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 8 mm 

Movement type manual-wind 
Caliber 4400, w/ Geneva Hallmark 
Base caliber see above 
Special features part of the limited 
Historiques collection, limited edition of 
64 individually numbered pieces 
exclusively for the Vacheron Constantin 
Boutique in New York 
Price $36,400 



Vacheron Constantin 

Model Historiques Aronde 1954 
Reference 810 18/000R-9657 
Case rose gold 

• Water resistance 30 m 

• Length and width 31.2 mm x 44.5 mm 

• Height 10.2 mm 
Movement type manual-wind 
Caliber 1400 AS, Geneva Hallmark 
Base caliber see above 

Special features small seconds, part of 
the limited Historiques collection 
Price $30,500 



Van Cleef & Arpels 

Model Charms 
Reference VCA RM936Q0 
Case rose gold 

• Water resistance N/A 

• Diameter 38 mm 

• Height N/A 
Movement type quartz 
Caliber MQ57 H 3 

Base caliber see above 
Special features 3 rows of diamonds, 
white m-o-p dial with Alhambra 
guilloche motif, rotating rose gold 
signature Alhambra motif, interchange¬ 
able strap 
Price $35,900 
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$20,000 TO $29,999 



A. Lange & Sohne 

Model 1815 
Reference 233.026 
Case white gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 8.9 mm 
Movement type manual-wind 
Caliber Lange L051.1 

Base caliber see above 
Special features small seconds subdial, 
sapphire caseback 
Variations yellow and rose gold 
($21,600), platinum ($34,800) 

Price $22,800 



Armin Strom 

Model Blue Chip Chronograph Skeleton 
Reference ST09-CR.76 
Case stainless steel 

• Water resistance 50 m 

• Diameter 46.5 mm 

• Height 15.9 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features fully skeletonized using 
saw blade and file, hand-engraved in- 
house, each plate is engraved on both 
sides 

Price $21,800 



A. Lange &Sohne 

Model Saxonia Dual Time 
Reference 385.032 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 9.1 mm 
Movement type automatic 
Caliber Lange L086.2 
Base caliber see above 

Special features subsidiary seconds w/ 
stop-seconds function, display of second 
time zone with second hour hand, 24- 
hour display and day/night display 
Variations white gold ($28,100) 

Price $26,900 



Audemars Piguet 

Model Millenary 

Reference 153 50ST.00.D002CR.01 
Case stainless steel 

• Water resistance N/A 

• Diameter 47 mm x 42 mm 

• Height 13 mm 
Movement type automatic 
Caliber in-House Movement 4101 
Base caliber see above 

Special features small seconds, glare- 
proof sapphire crystal and caseback, 
water-resistant to 20 m, off-centered 
disc with small seconds counter, rose- 
gold applied Roman numerals and 
hands 

Price $24,100 



Armin Strom 

Model Armin Manual 
Reference RG11-MF.90 
Case rose gold 

• Water resistance 50 m 

• Diameter 43.4 mm 

• Height 13 mm 
Movement type manual-wind 
Caliber Armin Strom AMW11 
Base caliber see above 

Special features limited to 100 pieces, 
caliber fully designed and made in- 
house, 120-hour power reserve display 
Price $20,700 



Blancpain 

Model Villeret 30-Second Retrograde 
Reference 665 3-1542-55B 
Case white gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height N/A 

Movement type automatic 

Caliber Blancpain 7663 

Base caliber see above 

Special features 30-second retrograde 

hand, silver sunburst dial, sapphire 

caseback 

Variations rose gold w/ black dial 
Price $20,900 
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$20,000 TO $29,999 



Blancpain 

Model Villeret Half-Hunter Half-Time 
Zone 

Reference 666 5-3642-55B 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 11.23 mm 
Movement type automatic 
Caliber Blancpain 5254DF 
Base caliber see above 
Special features halftime-zone 
function, date, day/night display, 
stamped opaline dial, secured move¬ 
ment, half-hunter caseback 

Price $28,400 



Breguet 

Model Classique 
Reference 878 8BR 29 986 DDOO 
Case rose gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 10.2 mm 
Movement type automatic 
Caliber 591DR L 

Base caliber see above 
Special features moon-phase display, 
power reserve display, bezel and lugs 
set with 96 diamonds (0.72 ct.), grdnd 
few enameling on dial, silicon escape¬ 
ment and balance spring, hand- 
guilloched on gold rotor 
Variations without diamonds ($25,400) 
Price $28,300 



Bovet 

Model Chronograph Cambiano 
Edition 2011 
Reference CHP IN001 
Case stainless steel, DLC 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 15.85 mm 
Movement type automatic 
Caliber Concepto 13BA08 
Base caliber see above 

Special features chronograph, Amadeo 
case converts into a wristwatch, pocket- 
watch, table clock or sport counter; 
designed by Pininfarina 
Price $25,740 



Bulgari 

Model Octo Quadri-Retro Chronographe 

Reference 101882 

Case stainless steel, ceramic 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 8.5 mm 
Movement type automatic 
Caliber GG78Q 0 

Base caliber see above, GG7800 
Special features jumping hours, retro¬ 
grade minutes, date display, integrated 
chronograph w/ column wheel and 
retrograde display 
Price $25,700 



Breguet 

Model La Tradition Breguet 
Reference 7Q5 7BR G9 9W6 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 11.65 mm 
Movement type manual-wind 
Caliber 507 DR 1 

Base caliber see above 
Special features double power-reserve 
display (on dial and caseback), trans¬ 
parent sapphire caseback, off-center 
time display 
Price $26,300 



Cartier 



Model Rotonde de Cartier 
Reference W1556202 
Case rhodiumized white gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height N/A 

Movement type manual-wind 

Caliber 9910M C 

Base caliber see above 

Special features 8-day power reserve 

display, small seconds subdial, big date 

display 

Price $26,250 
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$20,000 TO $29,999 



Chopard 

Model L.U.C Quattro 
Reference 161926-5001 
Case rose gold 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 8.87 mm 
Movement type manual-wind 
Caliber L.U.C 1.98 

Base caliber see above 
Special features date display, small 
seconds, power-reserve display 
Price $25,490 



Custos 

Model Challenge Chrono 5th Anniversary 
Reference CHC C5ANNIVRSARYERGB 
Case red ergal 

• Water resistance 100 m 

• Length and width 53.7 mm x 41 mm 

• Height N/A 

Movement type automatic 
Caliber CVS357 
Base caliber see above 
Special features chronograph 
Price $20,600 



Chronoswiss 

Model Balance Chronograph 
Reference CH 7541 B R 
Case rose gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 14.75 mm 
Movement type automatic 
Caliber C.851 

Base caliber see above 
Special features retrograde date and 
seconds, chronograph w/ seconds, solid 
sterling-silver dial 

Variations stainless-steel case ($11,500) 
Price $21,900 



David Yurman 

Model Classic 18K Rose Gold 
Reference T712 1QS8RBRAC 
Case rose gold 

• Water resistance 30 m 

• Diameter 30 mm 

• Height N/A 
Movement type quartz 
Caliber ETA 95 6.052 
Base caliber see above 

Special features case with integrated 
cable pattern, blue sapphire crown, 
m-o-p dial w/ applied Roman numerals 
and diamond markers, diamond-set 
bezel 

Variations eggplant, navy or white strap 
($14,000) 

Price $26,000 



Chronoswiss 

Model Grand Opus Chronograph 
Reference CH 7541 SR 
Case rose gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 14.75 mm 
Movement type automatic 
Caliber C.741S 

Base caliber see above 
Special features skeletonized chrono¬ 
graph movement 

Variations stainless steel ($11,500), DLC 
($12,500) 

Price $23,300 



de Grisogono 

Model DoppioTre N01 
Reference Doppio Tre N01 
Case stainless steel 

• Water resistance 30 m 

• Length and width 29.9 mm x 29.9 mm 

• Height 9.5 mm 
Movement type automatic 
Caliber TR13-8 9 

Base caliber see above 
Special features three time zones, 
reversible case 
Price $28,900 
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$20,000 TO $29,999 



DeWitt 

Model Twenty-8-Eight Automatic 
Reference T8.AU.003 
Case rose gold 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 10.28 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 

Special features rose-gold polished 

crown adorned with a ring made in 

blackened titanium featuring the “W” 

signature 

Price $23,900 



Eterna 

Model Kon Tiki Rose Gold Limited Edition 
Anniversary Watch 
Reference 1210 .69.43.1183 
Case rose gold 

• Water resistance 200 m 

• Diameter 40 mm 

• Height 10 mm 
Movement type automatic 
Caliber Eterna 3010 

Base caliber see above 
Special features date display, engraved 
caseback w/ Kon Tiki medallion, limited 
to 50 pieces 
Price $27,400 



Dior 

Model Dior VIII Grand Bal 
Reference CD1 24BE0C001 
Case ceramic 

• Water resistance 50 m 

• Diameter 38 mm 
■ Height N/A 

Movement type automatic 
Caliber “Dior Inverse” 

Base caliber see above 
Special features m-o-p dial from Viet¬ 
nam set w / 28 diamonds, oscillating 
weight w/ white m-o-p marquetry and 
set w/ 46 diamonds 
Variations available in 4 designs 
Price $22,000 



Girard-Perregaux 

Model Vintage 1945 XXL 
Reference 258 8Q-52-721-BB6A 
Case rose gold 

• Water resistance 30 m 

• Length and width 36.2 mm x 
35.25 mm 

• Height 10.83 mm 
Movement type automatic 
Caliber GP330 0-Q052 
Base caliber see above 

Special features vintage-looking dial, 
small seconds subdial 
Price $21,900 



Ebel 

Model 1911BTR Chronograph 
Reference 1216040 
Case rose gold 

• Water resistance N/A 

• Diameter 44.5 mm 

• Height 13.2 mm 
Movement type automatic 
Caliber Ebel 13 7 

Base caliber see above 
Special features COSC-certified chrono¬ 
graph, date display, dial w/ m-o-p sub¬ 
dials, snailed central motif and antique 
Ebel logo 
Price $26,500 



Girard-Perregaux 

Model WW.TC Shadow 
Reference 498 20-32-611-FK6A 
Case ceramic 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 13.40 mm 
Movement type automatic 
Caliber GP033 87 

Base caliber see above 
Special features world time w/ day- 
night display, fly-back chronograph 
Price $23,850 
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$20,000 TO $29,999 



Glashiitte Original 

Model PanoMaticCounter XL 
Reference 96-01-02-02-04 
Case stainless steel 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 16 mm 
Movement type automatic 
Caliber 96-01 

Base caliber see above 
Special features off-center hour and 
minute display, small seconds, chrono¬ 
graph w/ stop seconds on a second dial 
level, fly-back, counter function forward 
and backward (01 - 99), panorama date 
display 
Price $25,100 



Jaeger-LeCoultre 

Model Master Geographic 
Reference Q1422421 
Case rose gold 

• Water resistance 50 m 

• Diameter 39 mm 

• Height 11.77 mm 
Movement type automatic 
Caliber Jaeger-LeCoultre Calibre: 939 
Base caliber see above 

Special features second time zone w/ 
world cities aperture, power reserve dis¬ 
play, date display 
Price $22,600 



Glashiitte Original 

Model Senator Chronometer 
Reference 58-01-01-04-04 
Case white gold 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 12.3 mm 
Movement type manual-wind 
Caliber 58-01 

Base caliber see above 
Special features small seconds, pan¬ 
orama date display, power reserve, 
day/night display 
Price $29,400 



Jaquet Droz 

Model Grande Date Cotes De Geneve 
Reference J016 935240 
Case rose gold 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 11.8 mm 
Movement type automatic 
Caliber Jaquet Droz 2653G 
Base caliber see above 

Special features big date display, off- 
center subdial for hours and minutes 
Price $21,500 



Hublot 

Model Aero Bang All Black II 
Reference 311. CI.1110.CI 
Case ceramic 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.5 mm 
Movement type automatic 
Caliber HUB 4 214 

Base caliber see above 

Special features skeleton chronograph 

movement 

Price $25,900 



Jaquet Droz 

Model Grande Seconde Meteorite 
Reference J005035559 
Case rose gold 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 11.48 mm 
Movement type automatic 
Caliber Jaquet Droz 2663 
Base caliber see above 
Special features meteorite dial 
Price $22,500 
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$20,000 TO $29,999 



Jaquet Droz 

Model Petite Heure Minute Art Deco 
Reference JQQ 5Q13570 
Case rose gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 11.52 mm 
Movement type automatic 
Caliber Jaquet Droz 2653 
Base caliber see above 

Special features embossed m-o-p dial 
Price $23,000 



Krone 

Model Coeur Devoile 
Reference KW3090 
Case white gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 11.3 mm 
Movement type automatic 

Caliber optimized vintage movement 
Base caliber see above 
Special features dial aperture to reveal 
movement, large balance wheel, off- 
center time display 
Variations white dial, Tiger's Eye dial 
and Falcon’s Eye dial 
Price $24,000 



Jochen Benzinger 

Model Regulateur Rose Gold 
Reference BE-017G 
Case rose gold 

• Water resistance N/A 

• Diameter 42 mm 

• Height 11 mm 
Movement type manual-wind 
Caliber ETA/Unitas 6498 
Base caliber see above 
Price $22,500 



Korloff 

Model Geneva Edition - Gent's 
Retrograde 
Reference RETR0G1PG 
Case rose gold 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 4 mm 

Movement type manual-wind 
Caliber ETA/Unitas 6498EP0S Retrograde 
Base caliber see above 
Special features cotes de Geneve pattern 
and blued steel screws on dial, retrog¬ 
rade minutes at 12 o’clock, small seconds 
at 6 o’clock, skeleton back, limited to 50 
pieces 

Price $24,200 




Louis Moinet 

Model Geograph Rainforest 
Reference LM24.30.56 
Case steel w/ rose gold 

• Water resistance 50 m 

• Diameter 45.5 mm 

• Height 17.07 mm 
Movement type automatic 
Caliber LM24 

Base caliber see above 
Special features dual time, chronograph, 
chrono counters from petrified palm 
wood, caseback design honors tropical 
forest preservation in Malaysia, limited 
to 120 pieces 
Price $25,000 


Omega 

Model Constellation Brushed 
Chronometer 

Reference 123 .55.27.2Q.57.OQ1 
Case rose gold 

• Water resistance 100 m 

• Diameter 27 mm 

• Height 12.85 mm 
Movement type automatic 
Caliber Omega co-axial 8521/8520 
Base caliber see above 

Special features chronometer, diamonds 
on dial and bezel, date display 
Variations yellow gold ($25,500) bicolor 
rose gold or yellow gold w/ stainless 
steel ($11,000) 



Price $25,700 
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$20,000 TO $29,999 



Omega 

Model Speedmaster Moonwatch 
Chronograph 

Reference 511.65.44.51.01.001 
Case orange gold 

• Water resistance 100 m 

• Diameter 44.25 mm 

• Height 15.8 mm 
Movement type automatic 
Caliber Omega co-axial 9500/9501 
Base caliber see above 

Special features column-wheel chrono¬ 
graph w/ tachymeter 
Variations platinum case w/ alligator 
bracelet and black enamel dial 
($55,200), stainless-steel case and 
bracelet ($8,7 00) 

Price $25,700 



Perrelet 

Model Perpetual Calendar 
Reference A1058/1 
Case stainless steel 

• Water resistance 100 m 

• Diameter 45.5 mm 

• Height 15.65 mm 
Movement type automatic 
Caliber P-251 

Base caliber Dubois Depraz 42100 
Special features perpetual calendar w/ 
chronograph; central hands indicating 
hours, minutes and sweep seconds of 
chronograph 
Price $29,900 



Panerai 

Model Luminor 1950 Chrono 
Monopulsante Left-Handed 
Reference PAM00545 
Case brushed titanium 

• Water resistance 100 m 

• Diameter 44 mm 
■ Height N/A 

Movement type manual-wind 
Caliber P.2004 
Base caliber see above 
Special features monopusher chrono¬ 
graph, 8-day power reserve 
Price $25,400 



Piaget 

Model Polo FortyFive Chronograph 
Reference G0A56002 
Case titanium, rose gold 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 12.5 mm 
Movement type automatic 
Caliber 88QP 

Base caliber see above 
Special features fly-back chronograph w/ 
50-minute counter, small seconds sub¬ 
dial, second-time-zone subdial, date 
display, rose-gold applied indices 
Price $25,000 
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Parmigiani 

Model Tonda Transforma Chronograph 
Reference PFC 228-0Q001Q4 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 12.8 mm 
Movement type automatic 
Caliber PF554 


Base caliber see above 


Special features 5-concept watch w/ 
wristwatch, table clock, and pocket- 
watch, 50-hr power reserve, cotes de 
Geneve decoration 
Price $27,500 



Rolex 

Model Oyster Perpetual Yacht-Master II 
Reference 116681 

Case stainless steel, Everose gold 

• Water resistance 100 m 

• Diameter 44 mm 

• Height N/A 

Movement type automatic 
Caliber Rolex 4160 
Base caliber see above 
Special features Everose gold bezel, blue 
Cerachrom ring command bezel, 42- 
jewel programmable chronometer 
movement, Oysterlock bracelet 
Variations white gold and platinum 
($45,700), yel low gold ($58,900) 

Price $25,150 
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$20,000 TO $29,999 



Rolex 

Model Oyster Perpetual Cosmograph 
Daytona 

Reference 116515 
Case rose gold 

• Water resistance 100 m 

• Diameter 40 mm 

• Height N/A 

Movement type automatic 
Caliber Rolex 4130 
Base caliber see above 
Special features black Cerachrom bezel, 
COSC-certified chronograph w/ screw- 
down push-buttons, tachymeter scale 
Variations all steel version, steel and 
yellow gold, all white, yellow or rose 
gold on bracelet or strap ($11,250 and 
up)_ 

Price $27,650 



Vacheron Constantin 

Model Patrimony Contemporaine Small 
Model Diamond-S 
Reference 815 30/000R-9682 
Case rose gold 

• Water resistance 30 m 

• Diameter 36 mm 

• Height 6.7 mm 
Movement type manual-wind 
Caliber 1400, w/ Geneva Hallmark 
Base caliber see above 

Special features caseband set w/ 62 
brilliant-cut diamonds (approximately 
0.39 cts.) 

Variations white gold 
Price $24,800 



Tutima 

Model Grand Classic Alpha 
Reference 789-01 
Case rose gold 

• Water resistance 50 m 

• Diameter 43 mm 

• Height 16.6 mm 
Movement type automatic 
Caliber ETA 7754 

Base caliber see above 
Special features chronograph, date 
display 
Price $21,500 



Ulysse Nardin 

Model Lady Diver 
Reference 8106-101E-3C/10.16 
Case rose gold 

• Water resistance 100 m 

• Diameter 40 mm 
■ Height N/A 

Movement type automatic 
Caliber UN-810 
Base caliber see above 
Special features red bezel set w/ 
diamonds, white m-o-p dial set w/ 
diamonds, date display 
Price $27,200 



Vulcain 

Model Aviator GMT 
Reference 1QQ 5Q8.146L 
Case rose gold 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 14.45 mm 
Movement type manual-wind 
Caliber Vulcain V-10 Cricket 
Base caliber see above 

Special features alarm movement, world 
time 

Price $26,100 



Zenith 

Model El Primero 36,000 VPH 
Reference 22215140081C709 



Case rose gold 

• Water resistance N/A 

• Diameter 38 mm 

• Height 12.45 mm 
Movement type automatic 
Caliber El Primero 400 
Base caliber see above 

Special features chronograph, diamond- 
set bezel 

Variations rose gold w/ diamonds 
($17,800), rose gold ($16,000), stainless 
steel w/ diamonds ($9,000), stainless 
steel ($6,800) 

Price $20,800 
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$10,000 TO $19,999 



A. Lange & Sohne 

Model Saxonia 
Reference 216.026 
Case white gold 

• Water resistance 30 m 

• Diameter 37 mm 

• Height 7.8 mm 
Movement type manual-wind 
Caliber Lange calibre L941.1 
Base caliber see above 

Special features subsidiary seconds with 
stop seconds 

Variations yellow gold ($17,800), rose 
gold ($17,800) 

Price $19,000 



Armin Strom 

Model Armin Manual Water 
Reference ST11 -MW.05 
Case stainless steel 

• Water resistance 50 m 

• Diameter 43.4 mm 

• Height 13 mm 
Movement type manual-wind 
Caliber Armin Strom caliber AMW11 
Base caliber see above 

Special features limited to 100 pieces, 
caliber fully designed and made 
in-house, 120-hour power reserve 
Price $10,300 



Angular Momentum 

Model Verre Eglomise Black Panther 
Reference AM-VE-A33 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 11 mm 
Movement type manual-wind 
Caliber Historical FHF96 
Base caliber see above 
Special features Verre Eglomise 
miniature painting on the reverse of the 
sapphire crystal, aperture for digital 
time display by Heure Souscription 
Unique piece 

Price $15,200 



Armin Strom 

Model Armin Regulator Racing 
Reference TI11.RR.90 
Case titanium 

• Water resistance 50 m 

• Diameter 43.6 mm 

• Height 14.7 mm 
Movement type manual-wind 
Caliber Armin Strom caliber ASR07 
Base caliber see above 

Special features limited to 100 pieces, 
caliber designed in-house, incorporates 
components of the Marussia Virgin FI 
cars 

Price $19,700 



Anonimo 

Model Dino Zei San Marco Drass 
Reference 12000 DR 
Case stainless steel, Drass 
treatment 

• Water resistance 200 m 

• Diameter 52.7 mm 

• Height 16.4 mm 
Movement type automatic 
Caliber Soprod 9055/2892-A-2-SO 
Base caliber see above 

Special features 24-hour GMT display, 
power reserve, countdown function, 
limited to 300 pieces 
Price $10,300 



Blancpain 

Model FF Tribute to Fifty Fathoms 
Aqua Lung 

Reference 501 5C-113Q-52B 
Case brushed steel 

• Water resistance 300 m 

• Diameter 45 mm 

• Height 15.4 mm 
Movement type automatic 
Caliber 1315 

Base caliber see above 
Special features Fifty Fathoms Tribute to 
Fifty Fathoms Aqua Lung, date display, 
unidirectional rotating bezel 
Price $15,800 
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$10,000 TO $19,999 



Breguet 

Model Type XXI 
Reference 381 0TI H2 3ZU 
Case titanium 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 15.3 mm 
Movement type automatic 
Caliber 584 Q1 

Base caliber see above 
Special features subsidiary seconds, 
additional 12-hour display, fly-back 
chronograph, date display 
Variations with titanium bracelet 
($14,700) 

Price $12,200 



Bulgari 

Model Diagono Calibro 303 
Reference 101879 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 5.5 mm 
Movement type automatic 
Caliber BUL303 

Base caliber see above 
Special features rose-gold bezel, 
transparent sapphire caseback 
Price $11,500 



Bremont 

Model Bremont P-51 
Reference P-51 Limited Edition 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 16 mm 
Movement type automatic 
Caliber BE-54A E 

Base caliber see above 
Special features made with original 
metal from the 1944 P-51 Mustang, date 
display, bi-directional Roto-Click bezel, 
24-hour UTC hand, stainless-steel 
Trip-Tick case 
Price $11,900 



Bulgari 

Model Bulgari Bulgari 33mm Watch 
Reference 101890 
Case rose gold 

• Water resistance 30 m 

• Diameter 33 mm 

• Height 5.95 mm 
Movement type quartz 
Caliber B046 

Base caliber see above 
Special features m-o-p dial with 12 
diamond indexes 
Price $12,300 




BRM 

Model TB 
Reference TB 

Case titanium, carbon fiber 

• Water resistance 100 m 

• Length and width 44 mm x 41 mm 

• Height 25.5 mm 
Movement type automatic 
Caliber 2671 modified 
Base caliber see above 

Special features limited to 25 pieces 
Price $11,750 



Bulgari 

Model Endurer Chronosprint All Blacks 
Edition 

Reference 101906 

Case stainless steel, DLC coating 

• Water resistance 100 m 

• Length and width 56 mm x 51 mm 

• Height 14.55 mm 
Movement type automatic 
Caliber DR1306 

Base caliber see above 
Special features logo on semi¬ 
transparent sapphire caseback 
Price $16,300 
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$10,000 TO $19,999 



Carl F. Bucherer 

Model Patravi Calendar 
Reference 00. 10629.08.55.01 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42.6 mm 

• Height 12.85 mm 
Movement type automatic 
Caliber CFB A1 004 

Base caliber see above, CFB A1000 
Special features sapphire crystal with 
nonreflective coating on both sides, 
caseback with sapphire window, week 
big date, and day display, small seconds, 
55-hour power reserve 
Price $10,300 



Cartier 

Model Calibre de Cartier on Bracelet 

Reference W7100036 

Case stainless steel and rose gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height N/A 

Movement type automatic 
Caliber 1904-P S MC 
Base caliber see above 
Special features date display 
Price $12,000 



Carl F. Bucherer 

Model Patravi EvoTec Power Reserve 
Reference 00. 1Q627.08.33.21 
Case stainless steel 

• Water resistance 50 m 

• Length and width 43.75 mmx 
44.5 mm 

• Height 13.95 mm 
Movement type automatic 
Caliber CFB A1 0Q2 

Base caliber see above, CFB A1000 
Special features domed sapphire crystal 
with nonreflective coating on both 
sides, caseback with sapphire window, 
big date and day display, small seconds, 
power-reserve display and 55-hour 
power reserve 

Variations w/ strap ($11,200) 

Price $12,100 



Chopard 

Model Classic Racing Superfast Split 
Second 

Reference 168 542-3001 
Case stainless steel, DLC coating 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 15.38 mm 
Movement type automatic 
Caliber La Joux-Perret 8721 
Base caliber see above 
Price $16,560 



Cartier 

Model Ballon Bleu Chronograph 
Reference W6920052 
Case stainless steel 

• Water resistance N/A 

• Diameter N/A 
■ Height N/A 

Movement type automatic 
Caliber 81Q1MC 
Base caliber see above 
Variations white dial; on bracelet with 
white or black dial ($10,900), in stain¬ 
less steel and rose gold on bracelet 
($14,500) 

Price $10,300 



Chopard 

Model L.U.CXP Tonneau 
Reference 162 294-1001 
Case white gold 

• Water resistance 50 m 

• Length and width 40 mm x 37 mm 

• Height 7.22 mm 
Movement type automatic 
Caliber L.U.C 3 .97 

Base caliber see above 
Price $17,730 
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$10,000 TO $19,999 



Chronoswiss 

Model Kairos Lady 
Reference CH 2021 KR 
Case rose gold 

• Water resistance 30 m 

• Diameter 30 mm 

• Height 8.25 mm 
Movement type automatic 
Caliber ETA 20 00-1 

Base caliber see above 

Special features Louisiana-crocodile- 

leather strap 

Variations stainless steel 

Price $10,650 



Chronoswiss 

Model Grand Regulateur 
Reference CH 6721 R 
Case rose gold 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 11 mm 
Movement type manual-wind 
Caliber C.673 

Base caliber see above 

Special features Louisiana-crocodile 

strap 

Variations stainless steel ($7,950) 
Price $16,950 



Chronoswiss 

Model Grand Opus Chronograph 

Reference CH 7545 S 

Case stainless steel, DLC coating 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 14.75 mm 
Movement type automatic 
Caliber C.741S 

Base caliber see above 
Special features Louisiana-crocodile- 
leather strap, skeletonized movement 
Variations rose gold ($23,300), stainless 
steel ($11,500) 

Price $12,500 



Chronoswiss 


Model Soul 

Reference CH 2821 LL R D SO gr 
Case rose gold 

• Water resistance N/A 

• Diameter 38 mm 

• Height 9.6 mm 
Movement type automatic 
Caliber C.281 

Base caliber see above 
Special features diamond bezel, sun¬ 
burst dial, date window 
Variations stainless-steel case ($4,100) 
Price $17,200 




Chronoswiss 

Model Timemaster Chronograph GMT 

Reference CH 7535 RG 

Case stainless steel, DLC coating 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 16.25 mm 
Movement type automatic 
Caliber C.754 

Base caliber see above 
Special features chronograph with date 
window and GMT hand, rose-gold bezel 
and crown 
Price $13,500 



Chronoswiss 

Model Grand Lunar Chronograph 
Reference CH 7541 LR 
Case rose gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 15 mm 
Movement type automatic 
Caliber C.755 

Base caliber see above 

Special features Louisiana crocodile 

strap 

Variations stainless steel ($7,900) 
Price $19,800 
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$10,000 TO $19,999 



Corum 

Model Admiral's Cup Challenge 40 
Chrono Diamonds 
Reference 984 .970.47/F579 PN35 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 14 mm 
Movement type automatic 
Caliber CO 894 

Base caliber see above 
Special features m-o-p chronograph 
counters, COSC-certified movement 
Variations black m-o-p dial, strap 
($12,600), rose-gold case, white m-o-p 
dial, white strap ($29,900), rose-gold 
case, black m-o-p dial, blackstrap 
($29,900) 

Price $12,600 



Cuervo ySobrinos 

Model Pirata Barbanegra 
Reference 3051.5BB 

Case bronze, titanium and steel w/ DLC 
coating 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber CYS 30 61 

Base caliber see above, ETA 7751 
Special features limited to 100 pieces, 
moon-phase chronograph, see-through 
caseback with Pirata engraving 
Price $10,400 



Corum 

Model Grand Precis 
Reference 162 .153.55/0001 BA47 
Case rose gold 

• Water resistance 30 m 

• Diameter 38.5 mm 

• Height 10.25 mm 
Movement type manual-wind 
Caliber C0162 

Base caliber see above 
Special features vintage movement 
from the 1950s 

Variations white gold case ($17,600) 
Price $15,300 



Custos 

Model Challenge Chrono America 
Reference CHC CAMERICASTW 
Case stainless steel 

• Water resistance 100 m 

• Length and width 53.7 mm x 41 mm 

• Height N/A 

Movement type automatic 
Caliber CVS578 
Base caliber see above 
Special features chronograph 
Price $15,400 



Corum 

Model Ti-Bridge Power Reserve 
Reference 107. 101.04/F371 0000 
Case titanium 

• Water resistance 50 m 

• Length and width 52.3 mm x 42.5 mm 

• Height 13.23 mm 
Movement type manual-wind 
Caliber C0107 

Base caliber see above 

Special features linear power-reserve 

display 

Price $18,400 



Dior 

Model Dior VIII 
Reference CD1 245E1C001 
Case black ceramic 

• Water resistance 50 m 

• Diameter 38 mm 

• Height N/A 

Movement type automatic 

Caliber SW200 

Base caliber see above 

Special features transparent caseback 

lacquered oscillating weight 

Variations quartz ($9,700) 

Price $10,500 
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$10,000 TO $19,999 



Dior 

Model La D De Dior 
Reference CD047150A001 
Case yellow gold 

• Water resistance 30 m 

• Diameter 25 mm 

• Height N/A 
Movement type quartz 
Caliber ETA 

Base caliber see above 
Special features m-o-p dial with 12 
diamond indexes 

Variations rose-gold case w/ white 
m-o-p dial 
Price $12,100 



Eberhard 

Model Chrono4 Geant 
Reference 37061 
Case titanium 

• Water resistance 200 m 

• Diameter 46 mm 

• Height N/A 

Movement type automatic 
Caliber EBHDC 4 
Base caliber see above 
Special features in-line chronograph 
featuring seconds, minutes, hours and 
24-hour display, limited to 500 pieces 
Price $12,580 



Ebel 

Model Brasilia 
Reference 1216034 
Case yellow gold 

• Water resistance 50 m 

• Diameter N/A 

• Height 7.15 mm 
Movement type quartz 
Caliber ETA 976.001 
Base caliber see above 
Special features guilloche dial 
Price $16,000 



Eberhard 


Model 8 Jours Grande Taille 
Reference 20023 
Case rose gold 

• Water resistance 30 m 

• Diameter 41 mm 

• Height N/A 

Movement type manual-wind 

Caliber EBHD8 J 

Base caliber see above 

Special features 8-day power reserve, 

exhibition caseback 

Variations stainless steel ($6,540) 

Price $14,800 




Eberhard 

Model Gilda 
Reference 61008 
Case stainless steel 

• Water resistance 50 m 

• Length and width 32.1 mm x 38 mm 
■ Height N/A 

Movement type quartz 
Caliber EBHDQ 2 
Base caliber see above 
Variations various dials on crocodile 
strap or stainless-steel bracelet ($5,500 
to $10,810) 

Price $11,880 



Eterna 

Model Contessa 
Reference 241 0.77.67.1206 
Case rose gold 

• Water resistance 50 m 

• Length and width 32.4 mm x 25.15 mm 

• Height 6.5 mm 
Movement type quartz 
Caliber ETA 90 1.001 
Base caliber see above 
Price $19,995 
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$10,000 TO $19,999 



Eterna 

Model Vaughan 
Reference 7650.69.10.1185 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 9 mm 
Movement type automatic 
Caliber ETA 5050 

Base caliber see above 
Special features date at 3 o’clock, 
sapphire crystal 
Price $18,800 



Gerge 

Model Metropolis Type-M3 
Reference M3- TRCGR-AC1 
Case titanium 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber Concepto 2021 
Base caliber see above 

Special features rose-gold bezel and 
caseback, monopusher chronograph, 
date display, COSC certificate 
Price $15,600 



Franck Muller 

Model Black Croco 
Reference 888 0SCBLKCRQACB 
Case stainless steel, PVD 

• Water resistance 30 m 

• Length and width 55.4 mm x 39.6 mm 

• Height 11.9 mm 
Movement type automatic 
Caliber FM 800 

Base caliber see above 
Special features crocodile patterned dial 
and case 
Price $13,700 



Girard-Perregaux 

Model Vintage 1945 Lady 
Reference 257 60D11A161-CK7B 
Case stainless steel 

• Water resistance 30 m 

• Length and width 34 mm x 23.3 mm 

• Height 8.15 mm 
Movement type quartz 
Caliber GP1310 0 

Base caliber see above 
Special features date display 
Price $10,870 



Franck Muller 

Model Vintage Round 
Reference 7042SCDTVIN5N 
Case rose gold 

• Water resistance 30 m 

• Diameter 42 mm 
■ Height N/A 

Movement type automatic 

Caliber FM 221 0 

Base caliber see above 

Special features crocodile patterned dial 

and case 

Variations stainless steel ($11,500) 

Price $14,600 



Glashiitte Original 

Model Senator Sixties Panorama Date 
Reference 39-47-01-01-04 
Case rose gold 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12.4 mm 
Movement type automatic 
Caliber 39 

Base caliber see above 
Special features date display 
Price $16,800 
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$10,000 TO $19,999 



Glashiitte Original 

Model PanoMatic Lunar XL 
Reference 90- 02-56-12-05 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12.5 mm 
Movement type automatic 
Caliber 90 

Base caliber see above 
Special features off-center time display, 
small second, moon-phase display, big 
date display 
Price $11,600 



Graham 

Model Chronofighter Oversize Diver 
Black 

Reference 20VEB.B40A 
Case PVD 

• Water resistance 300 m 

• Diameter 47 mm 

• Height N/A 

Movement type automatic 
Caliber G1734 
Base caliber see above 
Price $12,235 



Glashiitte Original 

Model PanoInverseXL 
Reference 66-04-04-02-05 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 11.3 mm 
Movement type manual-wind 
Caliber 66 

Base caliber see above 
Special features off-center time display, 
small second, power reserve 
Price $12,600 



Graham 

Model Silverstone Stowe Classic Gold 

Reference 2BLDZ.B12A 

Case stainless steel, PVD, rose gold 

• Water resistance 100 m 

• Diameter 48 mm 

• Height N/A 

Movement type automatic 
Caliber G1742 
Base caliber see above 
Special features date display 




Graham 

Model Chronofighter Oversize 
Diver Turbo 
Reference 20VES.B15A 
Case stainless steel 

• Water resistance 300 m 

• Diameter 47 mm 

• Height N/A 

Movement type automatic 
Caliber G1734 
Base caliber see above 
Price $10,135 



Graham 

Model Chronofighter Oversize GMT Blue 
Steel & Gold 
Reference 20V GG.B26A 
Case stainless steel, PVD, rose gold 

• Water resistance 100 m 

• Diameter 47 mm 

• Height N/A 

Movement type automatic 
Caliber G1733 
Base caliber see above 
Variations rubber or calfskin strap 
Price $19,225 
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$10,000 TO $19,999 



Harry Winston 

Model Midnight 32mm 
Reference 450/LQ52WL.W 
Case white gold 

• Water resistance 30 m 

• Diameter 32 mm 

• Height 6.6 mm 
Movement type quartz 
Caliber ETA-255441 
Base caliber see above 
Price $14,000 



Hublot 

Model King Power Unico All Black 
Reference 7Q1 .CI.0mQ.RX 
Case ceramic 

• Water resistance 100 m 

• Diameter 48 mm 

• Height 17.5 mm 
Movement type automatic 
Caliber HUB 12 40 

Base caliber see above 

Special features in-house chronograph 

movement 

Price $19,900 



HD3 

Model Slyde 

Reference PV4 NQQV1ALF01 
Case rose gold, steel, black PVD 

• Water resistance 30 m 

• Diameter 47.71 mm x 57.84 mm 

• Height 17.53 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features touch screen 
Price $15,295 



Hublot 

Model Oceanographic 4000 Titanium 
Reference 731 .NX.1190.RX 
Case titanium 

• Water resistance 4,000 m 

• Diameter 48 mm 

• Height 21.2 mm 
Movement type manual-wind 
Caliber HUB 14 01 

Base caliber see above 
Special features extreme water 
resistance 
Price $19,900 



Hublot 

Model Big Bang All Carbon 
Reference 3Q1.QX.1740 .gr 
C ase carbon fiber 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.5 mm 
Movement type automatic 
Caliber HUB 4100 

Base caliber see above 
Special features chronograph 
Price $19,900 



Jaeger-LeCoultre 

Model Memovox Tribute to Deep Sea 
Reference Q2028440 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41.5 mm 

• Height 8.62 mm 
Movement type automatic 
Caliber Jaeger-LeCoultre Calibre 956 
Base caliber see above 

Price $12,500 


82 


WatchTime Buyer’s Guide 2012 























































$10,000 TO $19,999 



Jaeger-LeCoultre 

Model Master Compressor Chronograph 
Reference Q204C470 
Case ceramic 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 13.27 mm 
Movement type automatic 

Caliber Jaeger-LeCoultre Calibre: 751/1 
Base caliber see above 
Price $13,300 



Jaeger-LeCoultre 

Model Master Ultra Thin Moon 39 
Reference Q1362520 
Case rose gold 

• Water resistance 50 m 

• Diameter 39 mm 

• Height 9.9 mm 
Movement type automatic 
Caliber Jaeger-LeCoultre Calibre: 925 
Base caliber see above 

Special features moon-phase display 
Price $17,300 



Jaeger-LeCoultre 

Model Grande Reverso Ultra Thin Tribute 
to 1931 

Reference Q2782521 
Case rose gold 

• Water resistance 30 m 

• Length and width 46 mm x 27 mm 

• Height 7.23 mm 
Movement type manual-wind 
Caliber Jaeger-LeCoultre Calibre: 822 
Base caliber see above 

Price $16,400 



JeanRichard 

Model Diverscope GMT 2 Time Zones 
Zirconium 

Reference 681 3Q-33-11C-AA6D 
Case zirconium 

• Water resistance 100 m 

• Length and width 43 mm x 43 mm 

• Height 13.23 mm 
Movement type automatic 
Caliber JR1060 

Base caliber see above 




Jaeger-LeCoultre 

Model Grande Reverso Lady Ultra Thin 
Reference Q3202421 
Case rose gold 

• Water resistance 30 m 

• Diameter 40 mm x 24 mm 

• Height 7.2 mm 
Movement type manual-wind 
Caliber Jaeger-LeCoultre Calibre: 846 
Base caliber see above 

Price $17,200 



Linde Werdelin 

Model SpidoLite II 
Reference SLT.II.1 
Case titanium 

• Water resistance 100 m 

• Length and width 44 mm x 46 mm 

• Height 15 mm 
Movement type automatic 
Caliber Concepto 2251 
Base caliber see above 
Special features multi-layer dial, 
skeletonized case, limited to 100 pieces, 
transparent caseback 

Price $11,600 
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$10,000 TO $19,999 



Unde Werdelin 

Model SpidoLite IIDLC 
Reference SLTG.II.1 
Case titanium, DLC coating 

• Water resistance 100 m 

• Length and width 44 mm x 46 mm 

• Height 15 mm 
Movement type automatic 
Caliber Conceptol 2251 
Base caliber see above 
Special features multi-layer dial, 
skeletonized case, limited to 100 pieces, 
transparent caseback 

Price $12,400 



Louis Moinet 

Model Geograph 
Reference LM24.10.60 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45.5 mm 

• Height 17.07 mm 
Movement type automatic 
Caliber LM24 

Base caliber see above 
Special features chronograph, dual time 
display, engraved caseback with Mont¬ 
golfier 1783 hot air balloon and James 
Cook engraving, limited to 60 pieces 
Variations steel/rose gold ($19,950) 
Price $13,950 



Linde Werdelin 

Model SpidoSpeed 
Reference SPS.S.A 
Case stainless steel 

• Water resistance 100 m 

• Length and width 44 mm x 46 mm 

• Height 15 mm 
Movement type automatic 
Caliber N/A 

Special features chronograph, 
skeletonized case 
Price $15,200 



Louis Vuitton 

Model Tambour Forever Blue 
Infini Medium 
Reference Q13MB0 
Case stainless steel 

• Water resistance 100 m 

• Diameter 34 mm 

• Height 10.15 mm 
Movement type quartz 
Caliber ETA 955.432 
Base caliber see above 
Price $10,500 



Unde Werdelin 

Model SpidoSpeed DLC &RG 

Reference SPS.T.RG.A 

Case titanium, DLC and rose gold 

• Water resistance 100 m 

• Length and width 44 mm x 46 mm 

• Height 15 mm 
Movement type automatic 
Caliber N/A 

Special features chronograph, 
skeletonized case, limited to 100 pieces 
Price $18,900 



Maurice Lacroix 

Model Pontos Decentrique GMT 
Reference PT6 118-PG101-731 
Case rose gold 

• Water resistance 50 m 

• Diameter 43 mm 

• Height N/A 

Movement type automatic 

Caliber ML 121 

Base caliber see above 

Special features off-center 2nd time 

zone with day and night display, date 

display 

Price $18,900 
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$10,000 TO $19,999 



Maurice Lacroix 

Model Masterpiece Calendrier 
Retrograde Limited Edition 
Reference MP6 5Q9-PG101-430 
Case rose gold 

• Water resistance 50 m 

• Diameter 46 mm 
■ Height N/A 

Movement type automatic 

Caliber ML 190 

Base caliber see above 

Special features silver dial, retrograde 

date, power reserve 

Price $19,900 



Montblanc 

Model TimeWalker Black Chronograph 

Automatic 

Reference 106504 

Case rose gold 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 14.3 mm 
Movement type automatic 
Caliber Mb 481 0/502 
Base caliber see above 

Special features COSC-certified chrono¬ 
graph, date display 
Price $16,900 



MeccanicheVeloci 

Model Quattro Valvole 
Reference W11 4CCMRJ83 
Case carbon 

• Water resistance 50 m 

• Diameter 48 mm 

• Height 14 mm 
Movement type automatic 
Caliber ETA 26 71 

Base caliber see above 
Special features special lightweight 
scratch-resistant carbon case (created 
with carbon ceramic CCM; the same 
material used to make brake disks for 
racing cars), four dials, two red and two 
black, date display at 4 o’clock on top 
right dial 
Price $12,550 



Nivrel 


Model Piece Unique Black Dragon I 
Reference N 950.001 A BDI 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 15.1 mm 
Movement type automatic 
Caliber Nivrel Repetition 
Base caliber E TA 2892-A2 

Special features 5-minute repeater, dial 
with gold dragon 
Variations rose gold ($34,000) 

Price $17,100 




Montblanc 

Model Nicolas Rieussec Chronograph 
Automatic 
Reference 106488 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 14.8 mm 
Movement type automatic 
Caliber Montblanc MB R200 
Base caliber see above 

Special features monopusher chrono¬ 
graph, off-center hour-minute hands, 30 
min. and 60 sec. counters with rotating 
disks, date display, second time zone 
with day/night display 
Price $10,700 



Omega 

Model Seamaster Planet Ocean 600M 
Chronograph 

Reference 232 .92.46.51.03.001 
Case grade 5 titanium,ceramic, Liquid- 
metal bezel 

• Water resistance N/A 

• Diameter 45.5 mm 

• Height 19.15 mm 
Movement type manual-wind 
Caliber Omega Co-Axial Calibre 9300 
Base caliber see above 

Special features COSC-certified silicon 
balance spring 

Variations Grade 5 titanium with 
ceramic bracelet ($10,600) 

Price $10,000 
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$10,000 TO $19,999 



Omega 

Model De Ville Annual Calendar 
Reference 451 .10.41.22.02.001 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41 mm 

• Height 14.15 mm 
Movement type manual-wind 
Caliber Omega Co-Axial Calibre 8601 
Base caliber see above 

Special features annual calendar, COSC- 

certified, 2 barrels 

Variations alligator strap ($9,700) 

Price $10,400 



Perrelet 

Model Turbine XS 
Reference A2048/1 
Case PVD-coated steel 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 12.85 mm 
Movement type automatic 
Caliber P-181 

Base caliber see above 
Special features diamonds on case 
and bezel 
Price $10,250 



Panerai 

Model Luminor Composite 
1950 3 Days 47mm 
Reference PAM00375 
Case brown Panerai Composite 

• Water resistance 100 m 

• Diameter 47 mm 
■ Height N/A 

Movement type manual-wind 

Caliber P.3000 

Base caliber see above 

Special features 3-day power reserve 

Price $14,100 



Piaget 

Model Altiplano 24mm 
Reference G0A36532 
Case white gold 

• Water resistance 30 m 

• Diameter 24 mm 

• Height 5.4 mm 
Movement type quartz 
Caliber 69QP 

Base caliber see above 
Special features bezel set with 48 
brilliant-cut diamonds 
Variations rose gold ($10,500) 
Price $11,000 



Parmigiani 

Model Tonda 1950 
Reference PFC 267-1Q02400 
Case rose gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 7.8 mm 
Movement type automatic 
Caliber PF701 

Base caliber see above 
Special features extra-thin movement, 
small seconds dial 
Price $16,900 



Piaget 

Model Polo FortyFive Chronograph 
Reference G0A36017 
Case titanium 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 12.3 mm 
Movement type automatic 
Caliber 88QP 

Base caliber see above 
Special features flyback chronograph, 
2 time zones, date display 
Price $18,900 
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$10,000 TO $19,999 



Ralph Lauren 

Model Automotive 
Reference RLR0220701 
Case stainless steel 

• Water resistance 50 m 

• Diameter 44.8 mm 

• Height 11.2 mm 
Movement type automatic 
Caliber RL982 95 made by IWC 
Base caliber see above 

Special features subdial at 6 o'clock, 
brown elm burl wood and black matte 
galvanic dial, sapphire caseback 
Price $11,900 



Ressence 

Model ZeroSeries 
Reference Type 1002 
Case stainless steel 

• Water resistance N/A 

• Diameter 42 mm 

• Height 13 mm 
Movement type automatic 
Caliber N/A 

Base caliber 2824-A2 
Special features triple bi-axial off- 
centered, integrated and flush-mounted 
orbiting satelites 

Variations aluminium case; black or gray 
dial ($14,900) 

Price $17,200 



Ralph Lauren 

Model Ralph Lauren 867 
Reference RLR0131700 
Case rose gold 

• Water resistance 30 m 

• Length and width 27.5 mm x 27.5 mm 

• Height 5.75 mm 
Movement type manual-wind 
Caliber RL430 made by Piaget 
Base caliber see above 

Price $12,600 



Rolex 


Model Oyster Perpetual Lady Datejust 

Reference 179383 

Case stainless steel, yellow gold 

• Water resistance 100 m 

• Diameter 26 mm 


• Height N/A 

Movement type automatic 

Caliber 2235 

Base caliber see above 


Special feature 46 diamonds on bezel, 
COSC-certified movement 


Variations steel and white gold ($12,250 
and up) 

Price $13,500 




Ralph Lauren 

Model Ralph Lauren 867 
Reference RLR 01327Q1 
Case white gold 

• Water resistance 30 m 

• Length and width 27.5 mm x 27.5 mm 

• Height 5.75 mm 
Movement type manual-wind 
Caliber RL430 made by Piaget 
Base caliber see above 
Special features guilloche bezel 
Price $15,200 



Scalfaro 

Model Porto Rotondo RetroMoon 
Reference A0 6A.06.61 A.1.12.Q01.20 
Case stainless steel 

• Water resistance 50 m 

• Length and width 44 mm x 59 mm 

• Height 12.6 mm 
Movement type automatic 
Caliber ADK152 RetroMoon 
Base caliber see above 

Special features RetroMoon complication 
with off-center retrograde 60-second 
display, off-center hour and minute dis¬ 
play, moon phase and date display, see- 
through caseback, folding buckle 
Variations strap variations 
Price $12,500 
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$10,000 TO $19,999 



Speake-Marin 

Model Spirit 
Reference Spirit 
Case stainless steel 

• Water resistance N/A 

• Diameter 38 mm 

• Height 14.5 mm 
Movement type automatic 
Caliber Speake-Marin FW2012 
Base caliber see above, ETA 2824 
Price $9,950 



Ulysse Nardin 

Model Lady Diver 
Reference 81Q 5-101E-3C/10.15 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height N/A 

Movement type automatic 

Caliber UN-810 

Base caliber see above 

Special features bezel set with 

diamonds, white m-o-p dial set with 

diamonds 

Price $11,700 



Ulysse Nardin 

Model Maxi Marine Chronometer 43mm 

Reference 265-67/45 

Case stainless steel and rose gold 

• Water resistance 200 m 

• Diameter 43 mm 

• Height N/A 

Movement type automatic 

Caliber UN-26 

Base caliber see above 

Variations rubber strap ($14,800), rose- 

gold and stainless-steel bracelet 

($18,400) 

Price $10,300 



Ulysse Nardin 

Model Classico 
Reference 827 6-119-2/31 
Case rose gold 

• Water resistance 50 m 

• Diameter 40 mm 

• Height N/A 

Movement type automatic 

Caliber UN-82 7 

Base caliber see above 

Special features small seconds, date 

display 

Price $14,000 



Ulysse Nardin 

Model Maxi Marine Diver Titanium 
Reference 263 -90-3C/72 
Case titanium and steel 

• Water resistance 200 m 

• Diameter 45 mm 
■ Height N/A 

Movement type automatic 

Caliber UN-26 

Base caliber see above 

Special features power-reserve display 

Variations stainless steel/titanium 

bracelet ($10,700) 

Price $11,000 



Ulysse Nardin 

Model Executive Dual Time 
Reference 243-00B/42 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height N/A 

Movement type automatic 
Caliber UN-24 
Base caliber see above 
Special features bezel set with 60 
diamonds, ceramic pushers 
Variations rubber strap 
Price $17,000 
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$10,000 TO $19,999 



Van Cleef & Arpels 

Model Charms Mini 
Reference VCA RN9UV00 
Case white gold 

• Water resistance N/A 

• Diameter 25 mm 

• Height N/A 
Movement type quartz 
Caliber M057 H 3 

Base caliber see above 
Special features two rows of diamonds 
on case, white-gold rotating signature 
Alhambra charm, Alhambra guilloche 
dial, interchangeable strap 
Price $11,500 



Vulcain 

Model Diver X-Treme 
Reference 105924.162RF 
Case titanium and rose gold 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.3 mm 
Movement type manual-wind 
Caliber Vulcain V-10 Cricket Caliber 
Alarm 

Base caliber see above 
Special features alarm, 2 barrels 
Variations black titanium and steel 
($6,675) 

Price $12,250 



Van Cleef & Arpels 

Model Charms 
Reference VCARM95000 
Case rose gold 

• Water resistance N/A 

• Diameter 32 mm 
■ Height N/A 
Movement type quartz 
Caliber M057 H 3 

Base caliber see above 
Special features two rows of diamonds 
on case, Alhambra guilloche motif on 
white m-o-p dial, rose-gold rotating 
Alhambra charm, interchangeable strap 
Price $18,900 



Vulcain 


Model Cricket X-Treme 
Reference 2119 31.202BRF 
Case black coated titanium and 
stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 18.3 mm 
Movement type automatic 
Caliber Vulcain V-21 Cricket Caliber 
Alarm 

Base caliber see above 

Special features alarm, 2 barrels, limited 

to 300 pieces 

Variations white indices, black finish 
($13,350) 

Price $13,250 




Vulcain 

Model The Presidents Watch Manual 

Reference 11Q6 51.286LF 

Case rose gold and stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 15 mm 
Movement type manual-wind 

Caliber Vulcain V-ll Cricket Caliber Alarm 
Base caliber see above 
Special features alarm, 2 barrels 
Price $11,850 



Vulcain 

Model Anniversary Heart Calander 
Reference 22Q 136.268LF 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 15.6 mm 
Movement type manual-wind 
Caliber Vulcain V-22 Cricket Caliber 
Alarm 

Base caliber see above 

Special features alarm, metal-plated 

sapphire dial, 2 barrels 

Variations metal-plated gray sapphire 

dial 

Price $14,250 
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$10,000 TO $19,999 



Zenith 

Model El Primero Stratos Flyback 
Striking 10th 

Reference 032 Q 604 05769 M206Q 
Case stainless steel 

• Water resistance N/A 

• Diameter 45.5 mm 

• Height 14.1 mm 
Movement type automatic 
Caliber El Primero 4057B 
Base caliber see above 

Special features 1st automatic El Primero 
fly-back chronograph with the 
indication of 1/10 of a second, chrono¬ 
graph hand makes 1 turn in 10 seconds 
Variations alligator strap ($9,100) 

Price $10,100 



Zenith 

Model Captain Moonphase 
Reference 182 14069102C498 
Case rose gold 

• Water resistance N/A 

• Diameter 40 mm 

• Height 10.35 mm 
Movement type automatic 
Caliber Elite 691 

Base caliber see above 

Special features big date with moon- 

phase display 

Variations rose gold and diamonds 
($18,000), stainless steel ($6,400) 
Price $13,900 



Zenith 

Model Heritage Ultra Thin Lady 
Moonphase 

Reference 222 31069275C7Q9 
Case rose gold 

• Water resistance N/A 

• Diameter 33 mm 

• Height 8.65 mm 
Movement type automatic 
Caliber Elite 692 

Base caliber see above 
Special features ultra thin case, moon¬ 
phase display 

Variations rose gold and diamonds, 
m-o-p ($12,400), rose gold, m-o-p, 
($10,900), rose gold, ($9,600), stainless 
steel and diamonds ($7,300), stainless 
steel ($5,300) 

Price $11,600 



Zenith 

Model El Primero Chronomaster Open 
Reference 182 080402101C494 
Case rose gold 

• Water resistance N/A 

• Diameter 42 mm 

• Height 14.05 mm 
Movement type automatic 
Caliber El Primero 4021 
Base caliber see above 

Special features aperture displaying 
balance 

Variations platinum ($35,400), gold and 
steel ($9,800), stainless steel ($8,000) 
Price $18,200 



Zenith 

Model Captain Power Reserve 
Reference 182 12068502C498 
Case rose gold 

• Water resistance N/A 

• Diameter 40 mm 

• Height 9.25 mm 
Movement type automatic 
Caliber Elite 685 

Base caliber see above 
Special features power reserve 
display 

Variations white gold ($13,800), rose 
gold and diamonds ($17,200), stainless 
steel and diamonds ($9,600), stainless 
steel ($5,400) 

Price $13,100 



Zenith 

Model Captain Winsor 
Reference 182 070405402C711 
Case rose gold 

• Water resistance N/A 

• Diameter 42 mm 

• Height 13.85 mm 
Movement type automatic 
Caliber El Primero 4054 
Base caliber see above 
Special features annual calendar 
coupled with El Primero chronograph 
Variations stainless steel ($8,700) 
Price $18,800 
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$5,000 TO $9,999 



Angular Momentum 

Model Urushi Collection Ishimeji Index 
Reference AM-U2 
Case stainless steel 

• Water resistance 30 m 

• Diameter 36 mm 

• Height 9.8 mm 
Movement type manual-wind 
Caliber Histor ical FHF 96 
Base caliber see above 

Special features 15 layers of Roiro Urushi 
lacquer on dial, Ishimeji stone surface, 
limited to 10 pieces 
Price $5,800 



Anonimo 

Model Dino Zei Aeronauta 
Reference 11019 
Case Marine Bronze alloy 

• Water resistance 200 m 

• Diameter 45.6 mm 

• Height 14.2 mm 
Movement type automatic 
Caliber ETA 28 93-1 

Base caliber see above 
Special features universal hours disk 
(world hours), small exhibition window 
on caseback, Bayonet crown at hour 3, 
blue or black dial with central disk 
displaying 24 airports from around the 
world 

Price $7,950 



Angular Momentum 

Model Guilloche Lumineuse 
Reference AM-GL1 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 11 mm 
Movement type manual-wind 
Caliber Historical FHF 96 
Base caliber see above 

Special features dial clear Urushi lacquer 
and strongly luminous sulfate on dial, 
changing dial color - day (creamy ivory 
color) -night (pale blue) 

Price $7,200 



Anonimo 

Model Professionale CNS 
Reference 6000 CNS 
Case stainless steel 

• Water resistance over 1,000 m 

• Diameter 43.4 mm 

• Height 15.7 mm 
Movement type automatic 
Caliber Sellita SW 200-1 
Base caliber see above 

Special features date display, case 
sealed by patented U-Lock system, 
automatic escape helium valve at 8 
o’clock, blue dial with CNS logo, crown 
at 10 o’clock, large Arabic numeral 
markers, luminescent 
Price $8,650 



Anonimo 

Model Militare Crono Drass 
Reference 2007 DR 
Case stainless steel with DRASS 
treatment 

• Water resistance 100 m 

• Diameter 43.4 mm 

• Height 15 mm 
Movement type automatic 

Caliber Dubois Depraz 2035 modified 

chronograph 

Base caliber see above 

Special features chronograph: central 

hands for seconds, minute counter, hour 

counter, magnified date window, 

patented locking crown, exhibition case- 

back 

Price $7,600 



Armin Strom 

Model Armin Racing 
Reference TI11-CR.90 
Case titanium 

• Water resistance 50 m 

• Diameter 44.4 mm 

• Height 13.85 mm 
Movement type automatic 

Caliber ETA based modified by Armin 
Strom 

Base caliber see above 
Special features PVD-coated titanium, 
sapphire crystal and caseback w/ 
nonreflective treatment, dial decorated 
in the Marussia Virgin FI colors of 
black/red/white 
Variations silver dial 
Price $8,600 
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$5,000 TO $9,999 


Azimuth 



Model SP-1 Landship 
Reference SP.L S.TI.L001 
Case titanium 

• Water resistance 30 m 

• Length and width 55 mm x 40 mm 
■ Height N/A 

Movement type automatic 
Caliber Azimuth in-house modified 
automatic movement 
Base caliber see above 
Special features limited to 100 pieces 
Price $8,200 



Baume & Mercier 

Model Hampton 
Reference 10025 
Case stainless steel 

• Water resistance 50 m 

• Length and width 27 mm x 40 mm 

• Height 9.55 mm 
Movement type quartz 
Caliber F05.111 

Base caliber see above 

Special features date, diamonds on 

bezel 

Price $9,650 



Ball 

Model Trainmaster One Hundred Twenty 
Reference NM 2888D-PG-LJ-GYG0 
Case rose gold 

• Water resistance 50 m 

• Diameter 39.5 mm 

• Height 10.5 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 

Special features 14 micro gas tubes on 

dial and hands 

Variations silver dial 

Price $5,999 



Bell & Ross 

Model WW1-90 Grande Date & Reserve 
de Marche 

Reference BRW W190-BL-ST/SCR 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 12.8 mm 
Movement type automatic 
Caliber SOPRO D 9090 
Base caliber see above 

Special features large date, power 
reserve display, galvanic black, sun¬ 
burst, domed dial, photoluminescent 
coated numerals, index markers and 
hands, domed sapphire crystal 
Price $5,000 




Baume & Mercier 

Model Hampton 
Reference 10032 
Case stainless steel 

• Water resistance 50 m 

• Length and width 34 mm x 47 mm 

• Height 13.45 mm 
Movement type automatic 
Caliber manufacture, automatic 
Base caliber see above 
Special features open-worked 
oscillating weight adorned with cotes de 
Geneve, snailed decor, PHI symbol 
jewels: 38-hour power reserve, 65-hours 
frequency, chronograph, date 

Price $8,750 



Bell & Ross 

Model BR 01-92 Black Ceramic 
Reference BR0 192-BL-CER/SCR 
Case polished ceramic 

• Water resistance 100 m 

• Length and width 46 mm x 46 mm 

• Height 10.5 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 
Special features galvanic matte dial, 
applique numerals and index markers, 
photoluminescent coated hands 
Variations rubber strap ($5,300) 

Price $5,600 


WatchTime Buyer’s Guide 2012 93 











































































$5,000 TO $9,999 



Bell & Ross 

Model BR 01-94 Pro Titanium with 
Carbon Fiber Dial 
Reference BR0194-TI-PR0-FIB 
Case satin finish grade 2 titanium 

• Water resistance 100 m 

• Length and width 46 mm x 46 mm 

• Height 12.5 mm 
Movement type automatic 
Caliber ETA 28 94 

Base caliber see above 
Special features 3-counter chronograph, 
12-hour, 30-minute and 60-second, date, 
carbon-fiber dial, photoluminescent 
numerals,index markers and hands 
Price $7,500 



Breitling 

Model Transocean Chronograph 
Reference AB015212/BA99 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 43 mm 
Movement type automatic 
Caliber Breitling 01 

Base caliber see above 
Special features date display 
Price $8,050 



Bell & Ross 

Model BR 01-94 Carbon Fiber Phantom 
Reference BR0 194-CA-FIBER-PH 
Case carbon fiber 

• Water resistance 100 m 

• Length and width 46 mm x 46 mm 

• Height 12.5 mm 
Movement type automatic 
Caliber ETA 28 94 

Base caliber see above 
Special features 3-counter chronograph, 
12-hour, 30-minute, 60-second, date, 
clou de Paris dial, photoluminescent 
covered index markers and hands, 
carbon-fiber strap, limited to 500 pieces 
Price $9,900 



Breitling 

Model Montbrilliant 01 Limited 
Reference AB013112/G709 
Case stainless steel 

• Water resistance 300 m 

• Diameter 40 mm 

• Height 40 mm 
Movement type automatic 
Caliber Breitling 01 

Base caliber see above 
Special features date 
Price $8,260 



Bertolucci 

Model Stria III 

Reference 1513.50.45.a88.s5.6c1.50d 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40.5 mm 

• Height 8.05 mm 
Movement type automatic 
Caliber ETA/Un itas 976.001 
Base caliber see above 
Price $9,700 



Breitling 

Model Chronomat GMT 
Reference AB041012/BA69 
Case stainless steel 

• Water resistance 500 m 

• Diameter 47 mm 

• Height 47 mm 
Movement type automatic 
Caliber Breitling 04 

Base caliber see above 
Special features date 
Price $9,820 
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$5,000 TO $9,999 



BRM 

Model MRT48 
Reference MRT48AR 
Case titanium,PVD 

• Water resistance 100 m 

• Diameter 48 mm 

• Height 7 mm 
Movement type automatic 
Caliber ETA A0 7.161 

Base caliber see above 

Special features power-reserve display 

Price $7,650 



BRM 

Model V6 Bonneville 
Reference 44BLTABL 
Case titanium 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 5.5 mm 
Movement type automatic 
Caliber Precitime 

Base caliber ETA 2824 
Special features limited to 25 pieces 
Variations red hands 
Price $9,450 



BRM 

Model CL 

Reference 44NNIDAB 
Case titanium 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 7.5 mm 
Movement type automatic 
Caliber ETA 7755 

Base caliber see above 
Price $7,650 



Bulgari 

Model Bulgari Bulgari 33mm Watch 
Reference 101888 
Case stainless steel 

• Water resistance 30 m 

• Diameter 33 mm 

• Height 5.95 mm 
Movement type quartz 
Caliber B046 

Base caliber see above 
Special features m-o-p dial with 12 
diamond indexes 
Price $5,800 




BRM 

Model V12 

Reference 44GUGAG2 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 7.5 mm 
Movement type automatic 
Caliber ETA 77 53 

Base caliber see above 

Special features limited to 100 pieces 

Price $8,950 



Bulgari 

Model Serpenti 35mm 2 Twirl Watch 
Reference 101911 
Case stainless steel 

• Water resistance 30 m 

• Diameter 35 mm 

• Height 9 mm 
Movement type quartz 
Caliber B033 

Base caliber see above 
Special features steel crown set with a 
pink rubellite 
Price $6,250 
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$5,000 TO $9,999 



Bulgari 

Model Mediterranean Eden BZerol 
Reference 101896 

Case stainless steel, rose-gold bezel 

• Water resistance 30 m 

• Diameter 33 mm 

• Height 7.65 mm 
Movement type quartz 
Caliber B77 

Base caliber see above 
Special features m-o-p dial with 
Mediterranean flower pattern (set with 
89 diamonds) 

Price $8,550 



Carl F. Bucherer 

Model Patravi Travel Graph 
Reference 00. 10618.13.55.21 
Case stainless steel, rubber 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 14.3 mm 
Movement type automatic 
Caliber CFB1901 

Base caliber E TA 2894-2 

Special features sapphire crystal with 

nonreflective coating on both sides, GMT 

chronograph, second time zone, date 

display, small seconds, 42-hour power 

reserve 

Price $7,900 



Carl F. Bucherer 

Model Manero BigDate Power 
Reference 00. 10905.Q8.15.01 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 11.6 mm 
Movement type automatic 
Caliber 1964 

Base caliber E TA 2892 
Special features sapphire crystal with 
nonreflective coating on both sides, 
sapphire crystal caseback, big date, 
power-reserve display, small seconds 
42-hour power reserve 
Variations stainless-steel bracelet 
$6,400 
Price $5,800 



Carl F. Bucherer 

Model Patravi EvoTec DayDate 
Reference 00. 1Q625.Q8.65.01 
Case stainless steel 

• Water resistance 50 m 

• Length and width 43.75 mm x 44.5 
mm 

• Height 13.95 mm 
Movement type automatic 
Caliber CFB A1 001 

Base caliber see above 
Special features domed sapphire crystal 
with nonreflective coating on both 
sides, sapphire crystal caseback, big 
date, day display, small seconds and 
5-hour power reserve 
Variations stainless-steel bracelet 
($10,800) 

Price $9,900 



Carl F. Bucherer 

Model Manero CentralChrono 
Reference 00. 10910.08.35.01 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42.5 mm 

• Height 14.24 mm 
Movement type automatic 
Caliber CFB 1967 

Base caliber E TA 2892 
Special features domed sapphire crystal 
with nonreflective coating on both 
sides, sapphire crystal caseback, 
chronograph, date display, 24-hour 
display, central minute recorder, small 
seconds, 44-hour power reserve 
Price $7,100 



Cartier 

Model Roadster S Chronograph 
Reference W6206020 
Case steel 

• Water resistance N/A 

• Diameter N/A 

• Height N/A 

Movement type automatic 

Caliber 8650 M C 

Base caliber see above 

Special features chronograph, rubber 

strap 

Variations stainless-steel bracelet 
($7,400) 

Price $6,950 
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$5,000 TO $9,999 



Cartier 

Model Calibre de Cartier on Bracelet 
Reference W7100016 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 
■ Height N/A 

Movement type automatic 
Caliber 1904-P S MC 
Base caliber see above 
Special features date display 
Price $7,700 



Chopard 

Model Mille Miglia GT XL Chrono 
Reference 168 459-3037 
Case stainless steel 

• Water resistance 100 m 

• Diameter 100 mm 

• Height 44 mm 
Movement type automatic 
Caliber Valgrange A07.211 
Base caliber see above 
Special features date display 
Price $9,230 



Chopard 

Model Imperiale Two Tone 
Reference 388532-6002 
Case rose gold, stainless steel 

• Water resistance 50 m 

• Diameter 36 mm 

• Height 8.9 mm 
Movement type quartz 
Caliber ETA 955.412 
Base caliber see above 
Special features date display 
Price $8,440 



Chopard 

Model Mille Miglia GT XL Chrono 
Rosso Corsa 
Reference 168459-3036 
Case titanium 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.36 mm 
Movement type automatic 
Caliber Valgrange A07.211 
Base caliber see above 
Special features date display 
Price $9,570 




Chopard 

Model L.U.C 1937 Classic 
Reference 168 544-3002 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 11.39 mm 
Movement type automatic 
Caliber L.U.C 1.010 

Base caliber see above 
Special features date display 
Price $9,230 



Chronoswiss 

Model Pacific Chronograph 
Reference CH 7583 BsiMB-SP 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 14.85 mm 
Movement type automatic 
Caliber C.771 

Base caliber see above 

Special features chronograph, date 

display 

Variations leather strap ($3,950) 
Price $5,400 
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$5,000 TO $9,999 



Chronoswiss 

Model Timemaster Big Date 
Reference CH 3535 
Case stainless steel, DLC 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 13 mm 
Movement type automatic 
Caliber C.351 

Base caliber see above 
Special features rubber strap, pin buckle 
Variations stainless steel, rubber strap 
($5,500) 

Price $6,500 



Concord 

Model C2 Chronograph 
Reference 320141 
Case stainless steel, PVD 

• Water resistance N/A 

• Diameter 43 mm 

• Height 12.75 mm 
Movement type automatic 
Caliber ETA 2894-2 

Base caliber see above 
Special features multi-layer 
chronograph dial, 42-hour power 
reserve, rubber strap 
Price $6,500 



Chronoswiss 

Model Sirius Day Date 
Reference CH 1923 bl 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 11.1 mm 
Movement type automatic 
Caliber C.128 

Base caliber see above 
Special features day/date display, 
manufacture movement 
Variations solid rose gold ($16,700) 
Price $6,700 



Concord 

Model C2 Chronograph 
Reference 320140 

Case rose gold,PVD-coated stainless 
steel 

• Water resistance N/A 

• Diameter 43 mm 

• Height 12.75 mm 
Movement type automatic 
Caliber ETA 28 92-2 

Base caliber see above 
Special features multi-layer 
chronograph dial, 42-hour power 
reserve, black rubber strap 
Price $9,900 



Concord 

Model C2 
Reference 320139 
Case stainless steel, PVD 

• Water resistance N/A 

• Diameter 43 mm 

• Height 12.75 mm 
Movement type quartz 
Caliber ETA 28 94-2 
Base caliber see above 
Special features multi-level 
chronograph dial with techno blue 
accents, date display, 42-hour power 
reserve, rubber strap 

Price $5,900 



David Yurman 

Model Classic 1957 
Reference T70 25ATSTBKCFM-D 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43.5 

• Height N/A 

Movement type automatic 
Caliber Dubois Depraz 9000 
Base caliber ETA 2892 
Special features case with integrated 
cable, galvanic dial w/ guilloche outer 
zone and sunbrushed inner zone, 
applied arabic numerals, big date 
window at 12 o’clock, small seconds at 
6 o’clock, calf and alcantara strap, 
limited to 157 pieces 
Price $6,800 
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David Yurman 

Model Classic Steel &18K Gold 
Reference T713 9QMS8BRAC 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38 mm 

• Height N/A 
Movement type quartz 
Caliber ETA 95 5.112 
Base caliber see above 

Special features case with integrated 
cable, blue spinel crown, m-o-p dial, 
applied Roman numerals and diamond 
markers, diamond-set bezel, stainless- 
steel and yellow-gold bracelet (1.08 tew) 
Price $7,200 



Dior 

Model Dior Christal 
Reference CD1 1311CM002 
Case stainless steel 

• Water resistance 50 m 

• Diameter 33 mm 

• Height N/A 
Movement type quartz 
Caliber ETA 

Base caliber see above 
Special features m-o-p and light silver 
dial, hand-applied indexes, 3 rows white 
sapphire crystal on bracelet, screwed-in 
and engraved caseback with series 
name“Dior Christal” 

Variations black crystals 
Price $8,200 



Dior 

Model La D De Dior 
Reference CD0 43113M0Q1 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 1.3 mm 
Movement type quartz 
Caliber ETA 

Base caliber see above 
Special features steel bracelet with satin 
finishes, dial set with 4-diamond 
indexes, bezel set with diamonds 
Variations m-o-p dial and black satin 
strap ($6,000) 

Price $5,300 



Dodane 


Model Type 21 
Reference 21BBN 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41.5 mm 

• Height 13.7 mm 
Movement type automatic 
Caliber Dubois-Depraz 42022 
Base caliber see above 

Special features automatic regulated 
chronometer, fly-back function, crystal 
caseback, brown dial, limited edition of 



Price $5,750 



Dior 

Model Chiffre Rouge 
Reference CD0 84B1QMQQ1 
Case stainless steel 

• Water resistance 50 m 

• Diameter 39 mm 
■ Height N/A 

Movement type automatic 
Caliber Dior Inverse 
Base caliber see above 
Special features Rhodiu-plated sun- 
brushed oscillating weight in white gold 
w/black microrelief figures and 
graduation, red bevel 
Price $8,050 



Ebel 

Model 1911 BTR 157 
Reference 1216041 
Case stainless steel 

• Water resistance N/A 

• Diameter 44.5 mm 

• Height 13.2 mm 
Movement type automatic 
Caliber Ebel 13 7 

Base caliber see above 
Special features silver-tone chronograph 
dial, nine hour markers, m-o-p subdials 
with snailed central motif, date display, 
antique Ebel logo, hand-stitched deep 
blue strap, limited edition 
Price $5,950 
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$5,000 TO $9,999 



Eberhard 

Model Extra-fort Grande Taille 
Reference 31953 
Case stainless steel 

• Water resistance 50 m 

• Diameter 41 mm 

• Height N/A 

Movement type automatic 

Caliber EBHDE F1 

Base caliber see above 

Special features domed sapphire crystal, 

screw-down crown 

Variations different dials on strap; 

bracelet ($7,08 0) 

Price $5,990 



Ernst Benz 

Model ChronoFlite World Timer 
Reference GC10851 
Case stainless steel 

• Water resistance 50 m 

• Diameter 47 mm 

• Height 12.1 mm 
Movement type automatic 
Caliber ETA 28 93-2 

Base caliber see above 
Special features globe pattern, white 
luminous numerals on dial, sweep 
seconds, date and GMT, second time 
zone, world time, exhibition caseback 
with sapphire crystal 
Price $5,500 



Eberhard 

Model Tazio Nuvolari Vanderbilt Cup 
Reference 31045 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height N/A 

Movement type automatic 

Caliber EBHDT N1 

Base caliber see above 

Special features half hunter exhibition 

caseback 

Variations different dials on strap, 
bracelet ($9,7 00) 

Price $8,860 



Ernst Benz 

Model ChronoDiver 
Reference GC10721 
Case stainless steel 

• Water resistance 200 m 

• Diameter 47 mm 

• Height 15.8 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features unidirectionally 
rotating bezel with 60-minute elapsed 
timing scale, luminous numerals, hours, 
minutes, subsidiary seconds, day and 
date, chronograph, exhibition crystal 
caseback 
Price $5,800 



Eberhard 

Model Chrono4 Grande Taille 
Reference 31054 
Case stainless steel 

• Water resistance 50 m 

• Diameter 43 mm 

• Height N/A 

Movement type automatic 

Caliber EBHDC 4 

Base caliber see above 

Special features In-line chronograph, 

seconds, minutes, hours and 24-hour 

display 

Variations different dials on crocodile 
strap ($9,320), bracelet ($10,540), rose- 
gold, rubber strap ($24,380), crocodile 
strap ($23,920 ) 

Price $9,480 



Ernst Benz 

Model ChronoScope 
Reference GC1 0176N-CF 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 47 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features carbon fiber dial with 
luminous numerals, subsidiary seconds, 
day and date, chronograph: hours, 
minutes and central seconds, exhibition 
caseback with sapphire crystal 
Price $6,400 
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Ernst Benz 

Model ChronoLunar 
Reference GC10312 
Case stainless steel 

• Water resistance 50 m 

• Diameter 47 mm 

• Height 16.3 mm 
Movement type automatic 
Caliber ETA 77 51 

Base caliber see above 
Special features dial with luminous 
numerals, hours, minutes, subsidiary 
seconds, day, date, month, 24-hour 
display, moonphase display, 
chronograph, exhibition caseback with 
sapphire crystal 
Price $6,800 



Eterna 

Model Madison 
Reference 7711 .41.51.1177 
Case stainless steel 

• Water resistance 50 m 

• Length and width 34.5 mm x 37.8 mm 

• Height 9 mm 

Movement type manual-wind 
Caliber Eterna 3501 
Base caliber see above 
Price $8,100 



Ernst Benz 

Model John Varvatos ChronoScope 
Limited Edition 
Reference GC10410-1 
Case stainless steel 

• Water resistance 50 m 

• Diameter 47 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features angled polished bezel, 
vintage matte dial with vintage 
luminous numerals, hours, minutes, 
subsidiary seconds, day and date, 
chronograph, exhibition caseback with 
sapphire crystal, available at John 
Varvatos stores 
Price $6,800 



Fortis 


Model B-42 Stratoliner Chronograph 
Reference 665 .12.71 L.01 
Case stainless steel, PVD 

• Water resistance 200 m 

• Diameter 42 mm 


• Height 16 mm 
Movement type automatic 


Caliber ETA 77 50 
Base caliber see above 
Special features polished elements and 
a bicolor finish of PVD black and steel, 
limited to 2,012 pieces, the contrast dial 
with its subcounters accompanies the 
three-part bicolor case, extra padded 
leather band, see through caseback, 
chronograph w/ Incabloc shock absorber 



Price $5,200 



Eterna 

Model Heritage 
Reference 194 2.41.64.1177 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13 mm 
Movement type automatic 
Caliber ETA 28 94 

Base caliber see above 
Special features chronograph 
pulsometer (originally produced in 1942 
- a reissue of the original with a slightly 
larger case), limited to 1,942 pieces 
Price $6,200 



Fortis 

Model B-47 Mysterious Planets 
Reference 677 .20.31 K 
Case stainless steel 

• Water resistance 200 m 

• Diameter 47 mm 

• Height 13 mm 
Movement type automatic 
Caliber F-2024 

Base caliber see above 
Special features planets featured on dial 
(Mercury, Venus, Earth, Mars and Jupi¬ 
ter), alternating optic of the rotating 
dial, jumping hour 
Price $5,425 
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$5,000 TO $9,999 



Frederique Constant 

Model Heart Beat Manufacture 
Reference fc935mc4h6 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12.1 mm 
Movement type automatic 
Caliber FC935 

Base caliber see above 
Special features moonphase display 
Price $6,500 



Girard-Perregaux 

Model Vintage 1945 
Reference 258 35-11-161-BA6A 
Case stainless steel 

• Water resistance 30 m 

• Length and width 32 mm x 32 mm 

• Height 9.66 mm 
Movement type automatic 
Caliber GP33Q Q 

Base caliber see above 
Special features date display 
Price $8,975 



Gerge 

Model Type M3 Giovanna Special Edition 
Reference GM3-CTB-AB1 
Case Titanium, PVD 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber Concepto 2021 
Base caliber see above 
Special features ceramic bezel, 
automatic monopusher chronograph 
with date, COSC-certified, limited to 88 
pieces 

Price $8,600 



Glashiitte Original 

Model Senator Date Display 
Reference 39-58-01-02-04 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 11.2 mm 
Movement type automatic 
Caliber 39 

Base caliber see above 
Special features small-second display, 
hand date 
Price $5,700 



Gerge 

Model Metropolis Type-M3 
Reference M3-TCGR-AB2 
Case titanium 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber Concepto 2021 
Base caliber see above 

Special features automatic monopusher 
chronograph with date, COSC certified 
Price $7,500 



Glashiitte Original 

Model Senator Automatic 
Reference 39-59-01-02-04 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 9.9 mm 
Movement type automatic 
Caliber 39 

Base caliber see above 
Price $6,800 
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$5,000 TO $9,999 



Glashiitte Original 

Model Senator Sixties Chronograph 
Reference S9-34-03-22-04 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12.4 mm 
Movement type automatic 
Caliber 39 

Base caliber see above 
Special features chronograph with 
second stop and 30-minute display 
Price $8,700 



Glycine 

Model Airman SST Chrono 
Reference 3902-19-LB9 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15.3 mm 
Movement type automatic 
Caliber ETA 77 54 

Base caliber see above 
Special features chronograph with date 
and three time zones 
Price $5,525 



Glashiitte Original 

Model Senator Sixties Square 
Chronograph 

Reference 39-34-02-32-04 
Case stainless steel 

• Water resistance 30 m 

• Diameter 41.35 mm 

• Height 12.6 mm 
Movement type automatic 
Caliber 39 

Base caliber see above 
Special features chronograph with stop 
second and 30-minute display 
Price $9,100 



Graham-London 


Model Silverstone Stowe Classic Steel 
Reference 2BLDC.B11A 
Case stainless steel 

• Water resistance 100 m 

• Diameter 48 mm 


• Height N/A 


Movement type automatic 

Caliber G1742 

Base caliber see above 

Special features carbon dial, date 

display 

Variations available with a steel bracelet 



($525) 


Price $8,040 



Glashiitte Original 

Model Semator Navigator Worldview 
Reference 39-47-07-07-04 
Case stainless steel 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 13.9 mm 
Movement type automatic 
Caliber 39 

Base caliber see above 
Special features adjustable city ring for 
different time zones, panorama date 
Price $9,900 



Habring2 

Model Foudroyante 
Reference Foudroyante 
Case stainless steel 

• Water resistance N/A 

• Diameter 42 mm 

• Height 13.5 mm 
Movement type automatic 

Caliber ETA 7750,7750 Valgranges Series 
Base caliber see above 
Special features center deadbeat 
seconds with a subdial measuring 1/8 
seconds 

Variations handwound ($6,250) 

Price $6,650 
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Habring2 

Model COS-Chronograph-Limited 
Reference COS-DLC 
Case stainless steel, DLC 

• Water resistance N/A 

• Diameter 42 mm 

• Height 13.5 mm 
Movement type automatic 

Caliber ETA 7750,7750 Valgranges Series 

Base caliber see above 

Special features automatic chronograph 

with pusherless crown-operated 

chronograph system 

Variations titanium case w/ automatic 

or manual-winding ($9,300) 

Price $7,900 



Jacob & Co. 

Model Grand 
Reference GR1 
Case black PVD 

• Water resistance 50 m 

• Diameter 47 mm 

• Height N/A 
Movement type quartz 
Caliber ETA 95 6.112 
Base caliber see above 

Special features five time zones, free- 
moving central rotor 
Variations stainless steel w/ rose gold 
bezel ($9,800), black PVD w/ red alumi¬ 
num and stainless steel-bezel, black PVD 
Price $6,600 



HD3 

Model Slyde 
Reference TOO VICA01 
Case titanium 

• Water resistance 30 m 

• Length and width 47.71 mm x 
57.84 mm 

• Height 17.53 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features touch screen 
Variations titanium PVD ($7,695) 
Price $7,295 



Jaeger-LeCoultre 

Model Grande Reverso Lady Ultra Thin 
Reference Q3208120 
Case stainless steel 

• Water resistance 30 m 

• Length and width 40 mm x 24 mm 

• Height 7.2 mm 
Movement type quartz 
Caliber Jaeger-LeCoultre 657 
Base caliber see above 
Price $5,650 



Hermes 

Model Arceau Grande Lune 
Reference AR8 .810.22Q/MHA 
Case stainless steel 

• Water resistance N/A 

• Diameter 43 mm 

• Height 5.2 mm 
Movement type manual wind 
Caliber Dubois-Depraz 9313 
Base caliber see above 

Special features day/month apertures, 
dial stamped with herringbone motif 
Variations graphite alligator strap 
Price $7,300 



Jaeger-LeCoultre 

Model Grande Reverso Ultra Thin Tribute 
to 1931 

Reference Q27 88571 
Case stainless steel 

• Water resistance 30 m 

• Length and width 46 mm x 27 mm 

• Height 7.23 mm 
Movement type hand-wound 
Caliber Jaeger-LeCoultre 822 
Base caliber see above 
Price $8,000 
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$5,000 TO $9,999 



Jaquet Droz 

Model Grande Seconde Quantieme 
Reference J007030242 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 11.63 mm 
Movement type automatic 
Caliber Jaquet Droz 2660Q2 
Base caliber see above 
Price $8,700 



Kobold 

Model Seal USA 
Reference KD 832129 
Case stainless steel 

• Water resistance 1,000 m 

• Diameter 44 mm 

• Height 17.75 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 
Special features secondary shock 
absorption system integrated into case, 
soft-iron core, antimagnetic to 80,000 
A/m 

Price $5,450 



Jean D'Eve 

Model Quarta 
Reference 927051AA.AA 
Case stainless steel 

• Water resistance 30 m 

• Length and width 35 mm x 48 mm 

• Height 12 mm 
Movement type automatic 
Caliber N/A 

Base caliber see above 
Special features 12-hour display divided 
into 4 quarters at 4 corners of the dial, 
minute display at the center, each 
quarter represents 3 hours 
Price $6,075 



Korloff 

Model Kyoto Edition 
Reference MTZLAD 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 5 mm 
Movement type quartz 
Caliber ETA 901.101x3 
Base caliber see above 
Variations $8,200 
Price $8,200 




Kobold 

Model Soarway GMT 
Reference KD 719121 
Case stainless steel 

• Water resistance N/A 

• Diameter 45.85 mm 

• Height 15.25 mm 
Movement type automatic 
Caliber ETA 2893 

Base caliber see above 
Special features date display 
Price $5,350 



Louis Vuitton 

Model Tambour Diving II XL Blue 
Reference Q103B0 
Case stainless steel 

• Water resistance 300 m 

• Diameter 44 mm 

• Height 13.78 mm 
Movement type automatic 
Caliber ETA 2895.2 

Base caliber see above 
Special features date display 
Price $5,950 
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$5,000 TO $9,999 



Louis Vuitton 

Model Tambour Disc Grey Quartz Medium 
Reference Q12MU0 
Case stainless steel 

• Water resistance 100 m 

• Diameter 28 mm 

• Height 10.15 mm 
Movement type quartz 
Caliber ETA 25 6.051 
Base caliber see above 
Price $6,250 



Louis Vuitton 

Model Tambour Regatta Navy Automatic 
Reference Q102E0 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.3 mm 
Movement type automatic 
Caliber LV171 

Base caliber see above 
Special features date display 
Price $9,850 



Louis Vuitton 

Model Tambour Lovely Cup Large 
Automatic 
Reference Q113W0 
Case stainless steel 

• Water resistance 100 m 

• Diameter 39.5 mm 

• Height 11 mm 
Movement type automatic 
Caliber ETA 2895 

Base caliber see above 
Special features date display 
Price $7,750 



Maurice Lacroix 

Model Les Classiques Phases DeLune 
Ladies’ 

Reference LC 6 057-SD5Q2-17E 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38 mm 

• Height N/A 

Movement type automatic 

Caliber ML 37 

Base caliber see above 

Special features moonphase display, 

day/ date display, 84 diamonds 

(0.83 ct.), m-o-pdial 

Price $5,050 



Louis Vuitton 

Model Tambour Volez 
Reference Q10280 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.4 mm 
Movement type automatic 
Caliber LV137 

Base caliber see above 
Special features date display 
Price $7900 



Maurice Lacroix 

Model Masterpiece Calendrier 
Retrograde 

Reference MP6 518-SS001-130 
Case stainless steel 

• Water resistance 50 m 

• Diameter 43 mm 

• Height N/A 

Movement type automatic 

Caliber ML 190 

Base caliber see above 

Special features retrograde date, small 

seconds, power-reserve display 

Variations limited edition ($19,900) 

Price $5,900 
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Maurice Lacroix 

Model Masterpiece Roue Carree Seconde 
Reference MP7 158-SS001-9Q0 
Case stainless steel 

• Water resistance 50 m 

• Diameter 43 mm 
■ Height N/A 

Movement type manual-wind 
Caliber ML 156 
Base caliber see above 
Special features square wheel, small 
seconds, power reserve display 
Variations limited edition ($12,800) 
Price $9,900 



Montblanc 

Model Star World-Time GMT Automatic 
Reference 106465 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12.6 mm 
Movement type automatic 
Caliber MB 481 0/405 
Base caliber see above 

Special features date display, second 
time zone, world time display (24 time 
zones) 

Variations black dial on black leather 
strap: ($4,900) 

Price $5,100 



MeccanicheVeloci 

Model Quattro Valvole 
Reference W10 3CRJ23 
Case titanium 

• Water resistance 50 m 

• Diameter 48 mm 

• Height 14 mm 
Movement type automatic 
Caliber ETA 26 71 

Base caliber see above 
Special features four dials, two black 
and two in rose-gold tone, date display 
in top left dial 
Price $5,850 



Montblanc 


Model TimeWalker Chronograph 
Automatic Club Brown 
Reference 106503 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 14.5 mm 
Movement type automatic 
Caliber MB 481 0/501 

Base caliber see above 
Special features automatic chronograph, 
date display 
Price $5,100 




Mido 

Model Baroncelli III Gent/rose gold 
Reference M9 01.408.76.037.10 
Case rose gold 5N (28.00 gr) 

• Water resistance 50 m 

• Diameter 39 mm 

• Height 10.45 mm 
Movement type automatic 
Caliber ETA 28 36-2 

Base caliber see above 

Special features sapphire crystal glass 

with nonreflective coating on two sides, 

see-through mineral glass caseback, 

deployant/stainless steel with PVD 5N 

coating 

Price $6,150 



Montblanc 

Model TimeWalker Automatic Steel Gold 

Reference 106500 

Case stainless steel, rose gold 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 10.4 mm 
Movement type automatic 
Caliber MB 481 0/409 
Base caliber see above 
Special features date display 
Variations anthracite or silver-colored 
dial on stainless- steel and rose-gold 
bracelet ($6,10 0) 

Price $5,400 
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$5,000 TO $9,999 



Montblanc 

Model TimeWalker TwinFly Chronograph 
Reference 104286 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 15.3 mm 
Movement type automatic 
Caliber MB LL1 00 

Base caliber see above 

Special features automatic fly-back 

chronograph, column-wheel control and 

vertical disk clutch, 24-hour display with 

second time zone 

Variations alligator strap ($8,600) 

Price $8,900 



Panerai 

Model Luminor Chrono Daylight 44mm 
Reference PAM00356 
Case brushed steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height N/A 

Movement type automatic 

Caliber OP XII 

Base caliber see above 

Special features chronograph with three 

counters, tachymeter scale 

Price $9,500 



Montres de Luxe 

Model Thunderbolt 
Reference TB7000 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15 mm 
Movement type automatic 
Caliber N/A 

Base caliber see above 
Special features day, date, chronograph, 
screw-down crown, PVD-plated case 
Price $6,050 



Omega 

Model Seamaster Planet Ocean 600M 
Reference 232 .30.46.21.01.002 
Case stainless steel 

• Water resistance N/A 

• Diameter 45.5 mm 

• Height 16.5 mm 
Movement type manual-wind 
Caliber Omega Co-Axial 8500 
Base caliber see above 

Special features chronometer, matte 
orange aluminium bezel ring on 
stainless steel, water resistance to 
600 m, Silcon Sil4 balance spring 
Variations orange rubber bracelet 
($5,800), stainless-steel case w/ 
alligator strap and diamond bezel 
($18,900) 

Price $5,900 



Nivrel 

Model Horaire Repetition Classique 
Reference N 9 50.001 AAAEK 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13.1 mm 
Movement type automatic 
Caliber NIVREL Repetition 
Base caliber E TA 2892-A2 

Special features 5-minute repeater, fine 
finished, engraved, repeater chimes past 
hours and past 5-minute steps 
Variations rose gold bezel ($11,400), 
rose gold stainless steel ($24,100) 

Price $8,900 



Omega 

Model Seamaster Planet Ocean 
Reference 232 .32.42.21.04.001 
Case stainless steel 

• Water resistance N/A 

• Diameter 42 mm 

• Height 15.7 mm 
Movement type manual-wind 
Caliber Omega Co-Axial calibre 8500 
Base caliber see above 

Special features chronometer, water 
resistant up to 600 m, polished ceramic 
bezel ring 

Variations stainless-steel case w/ 
alligator strap and diamond bezel 
($16,500); stainless-steel case and 
bracelet w/ diamond bezel ($16,600) 
Price $6,100 
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Omega 

Model Hour Vision Orbis 
Reference 451 .53.41.21.03.001 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41 mm 

• Height 12.2 mm 
Movement type hand-wound 
Caliber Omega co-axial caliber 8500 
Base caliber see above 

Special features sapphire casebody, 
alligator strap 
Price $7,200 



Perrelet 

Model Turbine XS 
Reference A2046/1 
Case stainless steel (316L) 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 12.85 mm 
Movement type automatic 
Caliber P-181/ Perrelet Exclusive 
Base caliber see above 

Special features DLC-coated case, m-o-p 
base with diamonds, satin strap, 
deployant steel buckle with DLC coating 
Price $5,650 



Omega 

Model Olympic Collection Aqua Terra 
London 2012 

Reference 522.10.44.50.05.001 
Case stainless steel 

• Water resistance 150 m 

• Diameter 44 mm 

• Height 13.95 mm 
Movement type hand-wound 
Caliber exclusive Omega caliber 3313 
Base caliber see above 

Special features COSC-certified chrono¬ 
meter, Omega free sprung-balance 
caseback stamped with Olympic London 
2012 medallion 

Variations Bicolor 18 ct. rose gold w/ 
stainless steel on blue alligator strap 
($10,500) 

Price $7,600 



Perrelet 


Model Turbine XL 
Reference A1050/1 
Case titanium 


• Water resistance 50 m 

• Diameter 50 mm 


• Height 14.3 mm 


Movement type automatic 

Caliber P-181 

Base caliber see above 

Special features steel bezel, DLC-coated 

caseback, luminous numbers and 

indices, 12 titanium blades, black stripes 

on dial base, rubber strap, titanium 

buckle 



Price $6,000 



Omega 

Model De Ville Ladymatic 
Reference 425 .33.34.20.51.QQ1 
Case stainless steel 

• Water resistance 100 m 

• Diameter 34 mm 

• Height 11.95 mm 
Movement type manual 
Caliber Omega co-axial 8520 
Base caliber see above 

Special features chronometer, co-axial 
escapement, silicon Si 14 balance-spring 
on Omega free sprung-balance 
Variations stainless steel w/ diamond 
bezel and strap ($16,000) 

Price $7,800 


i 



Perrelet 

Model Turbine XL 
Reference A1051/3 
Case stainless steel 

• Water resistance 50 m 

• Diameter 50 mm 

• Height 14.3 mm 
Movement type automatic 
Caliber P-181 

Base caliber see above 
Special features DLC-coated stainless 
steel, luminous numbers and indices, 
12-blade titanium, rubber strap, steel 
buckle with DLC coating 
Price $6,650 
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$5,000 TO $9,999 



Perrelet 

Model Skeleton Chronograph 
Reference A1057/1 
Case stainless steel, 316L 

• Water resistance 100 m 

• Diameter 43.5 mm 

• Height 14.9 mm 
Movement type automatic 
Caliber P-291 

Base caliber see above 
Special features DLC-coated stainless 
steel, luminous numbers and indices, 
rubber strap, stainless-steel buckle w/ 
DLC coating 
Price $7,300 



Ralph Lauren 

Model Sporting Chronograph 45mm 
Reference RLR0236600 
Case black matte ceramic 

• Water resistance 50 m 

• Diameter 44.8 mm 

• Height 12.2 mm 
Movement type automatic 

Caliber RL750 made by Jaeger-LeCoultre 
Base caliber see above 
Special features chronograph: 30- 
minute counter at 3 o'clock, 12-hour 
counter at 9 o'clock, seconds subdial at 
6 o'clock, date at 6 o'clock, sapphire- 
crystal caseback, matte ceramic bracelet 
Price $6,400 



Ralph Lauren 

Model Sporting Chronograph 39mm 
Reference RLR0240702 
Case stainless steel 

• Water resistance 50 m 

• Diameter 38.7 mm 

• Height 11.4 mm 
Movement type automatic 

Caliber RL750 made by Jaeger-LeCoultre 
Base caliber see above 
Special features polished and brushed 
case with guilloche bezel, chronograph, 
30-minute counter at 3 o'clock, 12-hour 
counter at 9 o'clock, seconds subdial at 
6 o'clock, sapphire-crystal caseback 
Price $7,300 



RGM 

Model Grand Guilloche Automatic 
Reference 250E 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 15 mm 
Movement type automatic 
Caliber ETA A07.111 

Base caliber see above 
Price $5,500 



Ralph Lauren 

Model Sporting Chronograph 39mm 
Reference RLR0246600 
Case black matte ceramic 

• Water resistance 50 m 

• Diameter 38.7 mm 

• Height 11.4 mm 
Movement type automatic 

Caliber RL750 made by Jaeger-LeCoultre 
for Ralph Lauren 
Base caliber see above 
Special features chronograph, 30- 
minute counter at 3 o'clock, 12-hour 
counter at 9 o'clock, seconds subdial at 
6 o'clock, date at 6 o'clock, sapphire- 
crystal caseback, black matte bracelet 
Price $5,500 



RGM 

Model Full Calendar Moonphase 

Reference 160 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38.5 mm 

• Height 15 mm 
Movement type automatic 
Caliber RGM 7751 

Base caliber see above 
Price $6,300 
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$5,000 TO $9,999 



RGM 

Model 7 Day Power Reserve 

Reference 130 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 11.4 mm 
Movement type manual-wind 
Caliber RGM/Jaquet Double Barrel 
Base caliber see above 

Special features limited to 15 pieces 
Price $7,900 



Ritmo Mundo 

Model D511-1SS Pos2 
Reference D511-1 
Case stainless steel 

• Water resistance 100 m 

• Diameter 36 mm 

• Height 8 mm 
Movement type automatic 
Caliber ETA 2671 

Base caliber see above 
Price $6,000 



RGM 

Model Pennsylvania Series 801 Engine 
Turned Dial 
Reference PS801E 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43.3 mm 

• Height 12.3 mm 
Movement type manual-wind 
Caliber American Made 801 
Base caliber see above 

Variations skeletonized dial w/ Roman 
or Arabic numerals 
Price $9,200 



Ritmo Mundo 


Model D501-1SSYG Pos2 


Reference D501-1 

Case stainless-steel and yellow-gold IP 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 8 mm 
Movement type automatic 
Caliber Sellita SW 200 
Base caliber see above 
Price $9,500 




RGM 

Model Pennsylvania Series 801 
Skeleton Dial 
Reference PS801ES 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43.3 mm 

• Height 12.3 mm 
Movement type manual-wind 
Caliber American-made 801 
Base caliber see above 
Variations brushed silver or black 
skeletonized dial, Arabic numerals 
Price $9,200 



Rolex 

Model Oyster Perpetual Explorer II 
Reference 216570 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height N/A 

Movement type automatic 
Caliber 3187, manufacture Rolex 
Base caliber see above 
Special features 24-hour bezel and 
hand, independently adjustable 12-hour 
hand, 31-jewel chronometer movement 
w/ Oysterlock bracelet 
Price $7,750 
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$5,000 TO $9,999 



Scalfaro 

Model E1961E2A Edition 
Reference SCL E1961.E2A.EDT.250 
Case stainless steel w/ ceramic intarsia 

• Water resistance 100 m 

• Length and width 43 mm x 59 mm 

• Height 11.9 mm 
Movement type automatic 
Caliber ADK147 small second 
Base caliber E TA 2892-A2 

Special features original material of 
Jaguar prototype E2A integrated into 
watch case, signature of Jaguar chief 
test engineer Norman Dewis, cordovan 
strap, folding buckle, limited to 250 
pieces 
Price $5,500 



TAG Heuer 

Model Monaco 
Reference CAW2111.FC6185 
Case stainless steel 

• Water resistance 100 m 

• Diameter 39 mm 

• Height 7 mm 
Movement type automatic 
Caliber 12 

Base caliber see above 
Special features date display 
Price $5,600 



Scalfaro 

Model Rudolf Uhlenhaut GMT Edition 
Reference SCL RUHL.GMT.EDT.300 
Case stainless-steel and ceramic intarsia 

• Water resistance 100 m 

• Length and width 42 mm x 59 mm 

• Height 10.9 mm 
Movement type automatic 
Caliber ADK 148 GMT 
Base caliber E TA 2892-A2 

Special features original material of the 
iconic 300SL Gullwing Lightweight 
integrated into the watch case, signa¬ 
ture of the 300SL engineer Rudolf 
Uhlenhaut, limited to 300 pieces 
Price $5,600 



/ulima 


Tutima 

Model Military N/ATO Chronograph 
Commando II 
Reference 760-42 
Case titanium 

• Water resistance 200 m 

• Diameter 43.5 mm 

• Height 14.6 mm 
Movement type automatic 
Caliber Lemania 5100 
Base caliber see above 

Variations leather strap with titanium 
buckle ($5,200 ) 

Price $5,800 



Scalfaro 

Model Espen Oeino Chronograph Edition 

Reference SCL EO.EDT.lOO 

Case stainless-steel and ceramic intarsia 

• Water resistance 50 m 

• Length and width 44 mm x 59 mm 

• Height 15.3 mm 
Movement type automatic 
Caliber ADK 150 TriCompax 

Base caliber see above, La Joux-Perret 
Special features created with leading 
yacht designer and naval architect Espen 
Oeino of Monaco, features EO logo, 
rubber strap, folding buckle, sapphire 
crystal, see-through caseback, limited to 
100 pieces 
Price $9,600 



Tutima 

Model Military N/ATO TL 
Reference 751-32 
Case titanium 

• Water resistance 200 m 

• Diameter 43.5 mm 

• Height 14.6 mm 
Movement type automatic 
Caliber Lemania 5100 
Base caliber see above 

Special features 360-degree compass 
bezel 

Price $6,400 
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$5,000 TO $9,999 



Ulysse Nardin 

Model Classico 
Reference 815 3-111-2/E3 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 
■ Height N/A 

Movement type automatic 

Caliber UN-815 

Base caliber see above 

Special features enamel dial “grand feu” 

Price $8,400 



Vulcain 

Model Nautical Heritage Limited Edition 
Reference 100 152.080L 
Case stainless steel 

• Water resistance 300 m 

• Diameter 42 mm 

• Height 17.5 mm 
Movement type manual-wind 
Caliber Vulcain V-10 Cricket Alarm 
Base caliber see above 

Special features Exactomatic, rendition 
of the 1961 divers’ decompression table, 
triple caseback, limited to 1,961 pieces 
Price $6,475 



Van Cleef & Arpels 

Model Vintage Alhambra Medium 
Reference VCA RD21700 
Case yellow gold 

• Water resistance N/A 

• Diameter 29.3 mm 
■ Height N/A 
Movement type quartz 
Caliber ETA A0 3-001 
Base caliber see above 

Special features m-o-p dial, satin strap 
w/ arillon buckle; features iconic 
Alhambra motif symbolizing health, 
wealth, true love, and luck 
Price $7,350 



Vulcain 


Model Anniversary Heart 
Reference 180 128.175LF 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 12.7 mm 
Movement type manual-wind 
Caliber Vulcain V-18 Cricket Alarm 
Base caliber see above 

Special features double barrel, limited 

edition of 450 pieces 

Variations rose gold w/ brown alligator 

strap, limited edition of 150 pieces, 

($29,800) 



Price $7,995 



Vulcain 

Model Aviator GMT 
Reference 100 1Q8.142LF 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 13.3 mm 
Movement type manual-wind 
Caliber Vulcain V-10 Cricket Alarm 
Base caliber see above 

Special features world timer, double 
barrel 

Variations white dial ($6,600) 

Price $5,975 



Vulcain 

Model Anniversary Heart 
Reference 180128.258LF 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 12.7 mm 
Movement type manual-wind 
Caliber Vulcain V-18 Cricket Alarm 
Base caliber see above 

Special features double barrel 
Variations rose gold ($29,800) 
Price $8,050 
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$5,000 TO $9,999 



Vulcain 

Model GMT X-Treme 

Reference 1619 25.165CF 

Case black titanium and stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 15.7 mm 
Movement type manual-wind 
Caliber Vulcain V-16 Cricket 
Base caliber see above 

Special features world time, double 
barrel, water-protected calf leather 
strap 

Variations black dial, rose gold and 
titanium ($14,250) 

Price $8,750 



Zenith 

Model El Primero Stratos Flyback 
Reference 242 06040521C714 
Case Black Alchron 

• Water resistance N/A 

• Diameter 45.5 mm 

• Height 14.1 mm 
Movement type automatic 
Caliber El Primero 405 B 
Base caliber see above 

Special features column-wheel chrono¬ 
graph with fly-back function 
Variations gold and black Alchron, 
($20,200), rose gold and black Alchron, 
($12,100), stainless steel on alligator 
strap ($7,400), stainless steel on 
bracelet ($8,4 00) 

Price $7,900 



Zenith 

Model Zenith Heritage Ultra Thin Lady 
Moonphase 

Reference 05251069281C706 
Case stainless steel 

• Water resistance N/A 

• Diameter 33 mm 

• Height 8.65 mm 
Movement type automatic 
Caliber Elite 692 

Base caliber see above 

Special features ultra thin case, moon- 

phase indication 

Variations rose gold and diamonds, 
m-o-p, ($12,400), rose gold m-o-p, 
($10,90,.rose gold ($9,600), stainless 
steel and diamonds ($7,300) 

Price $5,300 



Zenith 

Model Zenith Heritage Port Royal 
Reference 1850002572PC01C498 
Case rose gold 

• Water resistance N/A 

• Diameter 38 mm 

• Height 10.7 mm 
Movement type automatic 
Caliber 2572PC 

Base caliber see above 
Price $9,000 



Zenith 

Model El Primero 36,000 VPH-38mm 
Reference 032 15040069C713 
Case stainless steel 

• Water resistance N/A 

• Diameter 38 mm 

• Height 12.45 mm 
Movement type automatic 
Caliber El Primero 400 
Base caliber see above 
Variations stainess-steel bracelet 
($7,800) 

Price $6,800 



Zenith 

Model Zenith Heritage Ultra Thin Lady 
Moonphase 

Reference 182 31069202C709 
Case rose gold 

• Water resistance N/A 

• Diameter 33 mm 

• Height 8.65 mm 
Movement type automatic 
Caliber Elite 692 

Base caliber see above 
Special features ultra-thin case, moon¬ 
phase indication 

Variations rose gold and diamonds, 
m-o-p, ($12,400), rose gold and 
diamonds ($11,600), rose gold, m-o-p, 
($10,900.), stainless steel and 
diamonds ($7,300), stainless steel 
($5,300) 

Price $9,600 
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$4,000 TO $4,999 



Anonimo 

Model Militare Vintage 
Reference 2010 V 
Case stainless steel 

• Water resistance 120 m 

• Diameter 43.4 mm 

• Height 14.6 mm 
Movement type automatic 
Caliber Sellita SW 260-1 
Base caliber see above 

Special features date window, patented 
crown locking device, luminescent 
indexes 

Variations pale dial 
Price $4,050 



Ball 

Model Engineer Hydrocarbon DeepQuest 
COSC 

Reference DM 3000A-SCJ-BK 
Case titanium 

• Water resistance over 1,000 m 

• Diameter 43 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 
Special features titanium monobloc 
case, 5.3 mm nonreflective sapphire 
crystal, unidirectional rotating bezel 
with patented setting system, 12 
patented rectangular micro gas tubes on 
dial 

Variations silver dial, rubber strap 
($3,999) 

Price $4,099 



Anonimo 

Model Millemetri Polluce Bronze 
Reference 2023 BNZ 
Case marine bronze alloy 

• Water resistance over 1,000 m 

• Diameter 42 mm 

• Height 14.8 mm 
Movement type automatic 
Caliber Sellita SW 200-1 
Base caliber see above 

Special features date window, automatic 
helium escape valve, indexes in 
luminescent coating, limited edition of 
300 pieces 

Variations black or tobacco dial 
Price $4,900 



Baume & Mercier 

Model Hampton 
Reference 10023 
Case stainless steel 

• Water resistance 50 m 

• Length and width 27 mm x 40 mm 

• Height 9.55 mm 
Movement type quartz 
Caliber F03.111 

Base caliber see above 
Special features date 
Price $4,600 



Azimuth 

Model Round-1 Baccarat 
Reference RN.BA.SS.L004 
Case stainless steel 

• Water resistance N/A 

• Diameter 42 mm 
■ Height N/A 

Movement type automatic 

Caliber ETA 28 24 

Base caliber see above 

Special features m-o-p dial, Baccarat 

game 

Variations 38 mm 
Price $4,390 



Baume & Mercier 

Model Hampton 
Reference 10029 
Case stainless steel 

• Water resistance 50 m 

• Length and width 34.3 mm x 48.4 mm 

• Height 12.85 mm 
Movement type automatic 
Caliber ETA 28 94 

Base caliber see above 
Special features chronograph, date 
Price $4,700 
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$4,000 TO $4,999 



Bell & Ross 

Model BR 02-92 Phantom 
Reference BR02-CA-PH 
Case stainless steel, PVD 

• Water resistance 1,000 m 

• Diameter 44 mm 

• Height 17 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 
Special features clou de Paris pattern 
dial, date, decompression valve, 
unidirectional, ratcheted interior bezel 
graduated to 60 minutes with photo- 
luminescent reference point, numerals, 
index marks and hands 
Price $4,000 



Bell & Ross 

Model BR 03-90 Grande Date & Reserve 
de Marche 

Reference BR0390-BL-ST 
Case stainless steel 

• Water resistance 100 m 

• Length and width 42 mm x 42 mm 

• Height 11.5 mm 
Movement type automatic 
Caliber Soprod 9090 
Base caliber see above 

Special features large date, power- 
reserve indicator, galvanic matte black 
dial, numerals, index marks and hands 
covered in photoluminescent coating 
Price $4,800 



Bell & Ross 

Model WW1-96 Grande Date 
Reference BRW W196-BL-ST/SCR 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 12.8 mm 
Movement type automatic 
Caliber ETA 28 96 

Base caliber see above 

Special features large date, galvanic 

black, sunburst, domed dial, numerals, 

indexes and hands covered in photo- 

luminescent coating, domed sapphire 

crystal 

Price $4,200 



Bertolucci 

Model Forza II 

Reference 1394.51.428WBD.108D7 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 14.7 mm 
Movement type automatic 
Caliber ETA/Unitas/Soprod 2025 
Base caliber see above 

Price $4,400 




Bell & Ross 

Model BR 03-92 Blue Ceramic 
Reference BR0 392-CERAM-BLUE 
Case ceramic 

• Water resistance 100 m 

• Length and width 42 mm x 42 mm 

• Height 9.6 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 

Special features date, numerals, indexes 

and hands covered in photoluminescent 

coating, sapphire and tinted mineral 

crystal 

Price $4,500 



BRM 

Model V6 

Reference GT4 4GUN/AG1 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 5.5 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 

Special features limited edition of 100 

pieces 

Price $4,750 
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$4,000 TO $4,999 



Bulova Accutron 

Model Limited Edition Bulova Accutron 

Conqueror 

Reference 63B152 

Case stainless steel 

• Water resistance 30 m 

• Length and width 39.2 mm x 51 mm 

• Height 14.15 mm 
Movement type automatic 

Caliber ETA 2892A2/Dubois Depraz 31340 
Base caliber see above 
Special features limited edition of 200, 
based on Lone Eagle awarded to Charles 
Lindbergh, COSC-certified chronometer, 
chronograph, curved sapphire crystal, 
luminous hands and numerals, 4-screw 
exhibition caseback, locking deployant 
buckle 

Variations none 
Price $4,900 



Chronoswiss 

Model Sirius classic 
Reference CH 1023 bk 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 8 mm 

Movement type manual-wind 
Caliber C.111 
Base caliber see above 
Variations pin buckle or folding clasp, 
rose gold ($12 ,550) 

Price $4,950 



Chronoswiss 

Model Grand Pacific 
Reference CH 2883 B bk MB-SP 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 11.25 mm 
Movement type automatic 
Caliber C.281 

Base caliber see above 
Special features date window 
Variations leather strap ($3,950) 
Price $4,400 



Chronoswiss 

Model Pacific Chronograph 
Reference CH 7583 B bk 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 14.85 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Variations pin buckle or folding clasp, 
metal bracelet 
Price $4,950 



Chronoswiss 

Model Pacific Chronograph 
Reference CH 7583 B bk 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 14.85 mm 
Movement type automatic 
Caliber C.771 

Base caliber see above 

Special features chronograph, date 

window 

Variations different dials 
Price $4,950 



Cuervo ySobrinos 

Model Esplendidos 1882 Tobacco 
Reference 2412.1T82 
Case stainless steel 

• Water resistance 30 m 

• Length and width 47 mm x 37 mm 

• Height 12.75 mm 
Movement type automatic 
Caliber CYS2051 

Base caliber E TA 2824-2 
Special features 3-dimensional dial 
design 
Price $4,400 
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$4,000 TO $4,999 



David Yurman 

Model Classic World Time 
Reference T70 26ADSTBKMAM-D 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43.5 mm 

• Height N/A 

Movement type automatic 

Caliber ETA 28 93 

Base caliber see above 

Special features case with integrated 

cable, galvanic dial with guilloche outer 

zone and opaline center zone, red GMT 

hand, deployant buckle, 40-hour power 

reserve 

Price $4,200 



Ernest Borel 

Model 155th Anniversary Skeleton 
Limited Edition 
Reference GS9 155-2290 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40.5 mm 

• Height 8.5 mm 
Movement type automatic 
Caliber ETA 28 92-A2 SK 
Base caliber see above 
Special features dial set with 11 
diamonds, sapphire crystal, see-through 
back, limited numbered edition of 550 
pieces 

Price $4,121 



Dior 

Model Chiffre Rouge 
Reference CD0 8461QA002 
Case stainless steel 

• Water resistance 50 m 

• Diameter 38 mm 

• Height N/A 

Movement type automatic 

Caliber ETA 28 94 

Base caliber see above 

Special features sun-brushed galvanic 

dial, guilloche pattern, red composite 

push-button 

Price $4,750 



Ernest Borel 

Model Romance III 
Reference GK1856SR1-4531BR 
Case rose gold 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 11.4 mm 
Movement type automatic 
Caliber DD14070 



Base caliber E TA 2892-A2 
Special features regulator, date indica¬ 
tion, sapphire crystal, see-through back 
Price $4,595 



Ebel 

Model Classic Sport 
Reference 1216030 
Case yellow gold and stainless steel 

• Water resistance 50 m 

• Diameter 27 mm 

• Height 7.15 mm 
Movement type quartz 
Caliber ETA 95 6.412 
Base caliber see above 
Special features m-o-p dial with 
diamond markers and diamond bezel 
(tew 0.356), date display, two-toned link 
bracelet 

Price $4,200 



Ernst Benz 

Model ChronoFlite GMT 
Reference GC10521 
Case stainless steel 

• Water resistance 50 m 

• Diameter 47 mm 

• Height 11.8 mm 
Movement type automatic 
Caliber ETA 28 93-2 

Base caliber see above 
Special features luminous numerals, 
hours, minutes, sweep seconds, date 
and GMT for second time zone, 
exhibition back with sapphire crystal 
Price $4,750 
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$4,000 TO $4,999 



Ernst Benz 

Model ChronoScope 
Reference GC10116 
Case stainless steel 

• Water resistance 50 m 

• Diameter 47 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features luminous numerals, 
hours, minutes, subsidiary seconds, day 
and date, chronograph, exhibition back 
with sapphire crystal 
Price $4,850 



Fendi 

Model Selleria 
Reference F85054PCH 
Case stainless steel 

• Water resistance 50 m 

• Diameter 37 mm 

• Height 6.9 mm 
Movement type quartz 
Caliber Ronda 1002 
Base caliber see above 

Special features new bezel technology 
to easily change bracelet or strap, pave 
diamond bezel with 160 full-cut Top 
Wesselton VVS quality diamonds 
(0.77 cts.) 

Price $4,795 



Ernst Benz 

Model ChronoScope 
Reference GC10119 
Case stainless steel 

• Water resistance 50 m 

• Diameter 47 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features chronograph, exhibition 
back with sapphire crystal 
Price $4,850 



Fortis 

Model B-47 Big Black 
Reference 675 .18.81 K 
Case stainless steel 

• Water resistance 200 m 

• Diameter 47 mm 

• Height 15 mm 
Movement type automatic 
Caliber 2836-2 

Base caliber see above 
Special features “Big Day/Date” format, 
coated with black luminous material, 
sapphire crystal with nonreflective 
coating on both sides, unidirectional 
bezel with 60-minute scale, semicircular 
rubber inlay 
Price $4,000 



Eterna 

Model Soleure 
Reference 834 0.41.18.1225 
Case stainless steel 

• Water resistance 50 m 

• Length and width 42 mm 

• Height 14 mm 
Movement type automatic 
Caliber ETA 77 51 

Base caliber see above 

Special features date, day, month, 24 - 

hour indication, monopusher 

chronograph 

Price $4,995 



Fortis 

Model B-47 Worldtimer 
Reference 674 .21.11 L.01 
Case stainless steel 

• Water resistance 200 m 

• Diameter 47 mm 

• Height 13 mm 
Movement type automatic 
Caliber F-2022 

Base caliber see above 
Special features 24 time zones, a 
counterclockwise rotating disk follows 
the earth’s rotation, 2nd time zone 
Price $4,175 
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$4,000 TO $4,999 



Fortis 

Model Flieger Chronograph 
Reference 597 .20.92 LC.05 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 15 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features chronograph, Incabloc 
shock absorber, limited to 500 pieces 
Price $4,275 



Jean D'Eve 

Model Sectora 
Reference 777051AA.AA.K 
Case stainless steel 

• Water resistance 30 m 

• Diameter 35.5 mm 

• Height 10.5 mm 
Movement type automatic 
Caliber N/A 

Base caliber see above 
Special features date display. 
Price $4,100 



Graham 

Model Silverstone Time Zone Black 
Reference 2TZAS.B02A 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 
■ Height N/A 

Movement type automatic 
Caliber GUM 
Base caliber see above 
Special features GMT 
Price $4,595 



Kobold 

Model Phantom Black Ops Chronograph 
Reference KD 924453 
Case stainless steel, PVD 

• Water resistance 300 m 

• Diameter 41.3 mm 

• Height 15.1 mm 
Movement type automatic 



Caliber ETA 7750 


Base caliber see above 
Special features case made in U.S. 
Price $4,650 



HabringZ 

Model Jumping Seconds 
Reference Jumping Seconds 
Case stainless steel 

• Water resistance N/A 

• Diameter 42 mm 

• Height 13.5 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 

Special features true deadbeat seconds 

or jumping seconds 

Variations with date ($5,400), with 

world time ($6,500), triple calendar 

moon ($7,350), manual wind ($4,550) 

Price $4,975 



Longines 

Model Longines DolceVita 

Reference L515 55197 

Case stainless steel and 14k rose gold 

• Water resistance 30 m 

• Length and width 19.8 mm x 24.5 mm 

• Height 7.2 mm 
Movement type quartz 
Caliber ETA 98 0.153 
Base caliber see above 
Price $4,300 
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$4,000 TO $4,999 



Louis Erard 

Model 1931 

Reference 95211AA12.BDC51 
Case stainless steel 

• Water resistance 50 m 

• Diameter 34 mm 

• Height 13.5 mm 
Movement type automatic 
Caliber ETA 28 24DD 9000 
Base caliber see above 

Special features day, date, month, 
moon-phase display, sapphire 
nonreflective crystal 
Price $4,425 



Maurice Lacroix 

Model Pontos Decentrique Phases 
De Lune 

Reference PT6518-SS001-350 
Case stainless steel 

• Water resistance 50 m 

• Diameter 43 mm 

• Height N/A 

Movement type automatic 

Caliber ML 122 

Base caliber see above 

Special features off-center time display, 

moon-phase and day and night 

indication, date 

Price $4,900 



Louis Vuitton 

Model Tambour Regatta Navy Quartz 
Reference Q102D0 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.3 mm 
Movement type quartz 
Caliber ISA 82 70 

Base caliber see above 
Price $4,750 



Montblanc 

Model Star Retrograde Automatic 
Reference 106528 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12.2 mm 
Movement type automatic 
Caliber MB 48 10/909 
Base caliber see above 

Special features retrograde day and 
date by hand, power-reserve indicator 
Variations beige dial on brown strap 
Price $4,700 



Maurice Lacroix 

Model Pontos Rectangulaire 
Chronographe Full Black 
Reference PT6197-SS001-331 
Case stainless steel with black ceramic 
coating 

• Water resistance 50 m 

• Diameter 43 mm 

• Height N/A 

Movement type automatic 
Caliber ML 112 
Base caliber see above 
Special features chronograph, date 
Variations Pontos Rectangulaire 
Chronographe ($4,100) 

Price $4,700 



Movado 

Model Fiero 
Reference 606506 
Case tungsten carbide 

• Water resistance 30 m 

• Diameter 32 mm 

• Height N/A 
Movement type quartz 
Caliber ISA 127 

Base caliber see above 

Special features Museum dial, diamond 

set (tew 0.364), tungsten carbide link 

bracelet 

Price $4,995 
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$4,000 TO $4,999 



Nivrel 

Model Chronographe Replique II (beige) 
Reference N 5 85.001 CAAEK 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 12.6 mm 
Movement type manual-wind 
Caliber Landeron 248 

Base caliber see above 
Price $4,800 



Oris 

Model Oris Artelier Skeleton Diamonds 
Reference 01 5 60 7604 4919-07 5 16 60FC 
Case stainless steel 

• Water resistance 30 m 

• Diameter 31 mm 

• Height 10.4 mm 
Movement type automatic 
Caliber ETA 26 71 

Base caliber see above 
Special features sapphire crystal domed 
on both sides, nonreflective coating 
inside 

Variations black, gray, lilac, bordeaux, 
white or dark brown straps 
Price $4,200 



Nivrel 

Model Chronographe Replique II (black) 
Reference N 5 85.001 CASEK 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 12.6 mm 
Movement type manual-wind 
Caliber Landeron 248 

Base caliber see above 
Price $4,800 



Oris 


Model Oris Carlos Coste Chronograph 
Limited Edition 

Reference 01 6 74 7655 7184-Set 
Case titanium 

• Water resistance 500 m 

• Diameter 46 mm 

• Height 18.2 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 



Special features sapphire crystal, domed 
on both sides, nonreflective coating 
inside, stainless steel, screw-in security 
crown, automatic helium valve, 
additional rubber strap with buckle, 
limited to 2,000 pieces 
Price $4,550 



Omega 

Model Diver 300M Co-Axial 
Reference 212 .5Q.41.2Q.Q3.001 
Case stainless steel 

• Water resistance 300 m 

• Diameter 41 mm 

• Height 12.7 mm 
Movement type manual-wind 
Caliber Omega 2500 

Base caliber see above 
Special features COSC-certified co-axial 
escapement with 3 levels, free-sprung- 
balance, Super-LumiNova in bezel 
capsule, screw-and-pin bracelet w/ sa¬ 
fety clasp 
Price $4,400 



Ralph Lauren 

Model Stirrup, medium 
Reference RLR0020700 
Case stainless steel 

• Water resistance 30 m 

• Length and width 32.4 mm x 34.3 mm 

• Height 8.80 mm 
Movement type automatic 

Caliber RL514 made by Piaget for Ralph 
Lauren 

Base caliber see above 
Price $4,900 
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$4,000 TO $4,999 



Raymond Weil 

Model Nabucco Inverso 
Reference 7800 TIR 00207 
Case titanium and stainless steel 

• Water resistance 200 m 

• Diameter 46 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber ETA 7755 

Base caliber see above 
Price $4,500 



Seiko 

Model Ananta Diver Automatic (Limited 
Edition) 

Reference SRQ013 

Case stainless steel with black and rose 
gold hard coating 

• Water resistance 200 m 

• Diameter 44 mm 

• Height 7.5 mm 
Movement type automatic 
Caliber 8R28 

Base caliber see above 
Price $4,700 



RGM 

Model Signature Series 
Reference 222 
Case stainless steel 

• Water resistance 30 m 

• Diameter 41 mm 

• Height 12 mm 
Movement type manual-wind 
Caliber RGM / Hamilton 921 
Base caliber see above 

Variations RGM / Hamilton Calibers 945 
and 923 
Price $4,500 



TAG Heuer 

Model Carrera Heritage Chronograph 
Reference CAS 2112.FC6291 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41 mm 

• Height 7 mm 
Movement type automatic 
Caliber 16 

Base caliber see above 
Special features rose gold markers 
Price $4,400 



Scalfaro 

Model Societe Nautique de Monaco 
Edition 

Reference SCL SNM.EDT.25 

Case stainless steel w/ ceramic intarsia 

• Water resistance 100 m 

• Length and width 42 mm x 59 mm 

• Height 11.7 mm 
Movement type automatic 
Caliber Swiss ADK147 
Base caliber E TA 2892-A2 

Special features limited edition of 25 
pieces created with the Societe Nautique 
de Monaco featuring burgee of the SNM 
and flag of Monaco 
Price $4,950 



Tutima 

Model Grand Classic Chronogrph UTC 
Reference 781-25 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15.9 mm 
Movement type automatic 
Caliber ETA 77 54 

Base caliber see above 
Variations stainless-steel bracelet 
($4,500) 

Price $4,000 
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$4,000 TO $4,999 



Tutima 

Model Grand Classic Havana 
Reference 781-01 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15.9 mm 
Movement type automatic 
Caliber ETA 7754 

Base caliber see above 
Variations stainless-steel bracelet 
($4,800) 

Price $4,300 



Valentino 

Model Signature 
Reference V50 SBQ5191S080 
Case stainless steel with 14k-rose-gold 
plating and diamonds 

• Water resistance 30 m 

• Length and width 24 mm x 40 mm 

• Height 8 mm 
Movement type quartz 
Caliber Ronda 1032 
Base caliber see above 

Special features m-o-p dial with V logo, 
case set with 82 diamonds (tew 0.45) 
Price $4,450 



Tutima 

Model Grand Classic Black 
Chronograph PR 
Reference 781-41 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15.9 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Variations stainless steel PVD-coated 
bracelet ($5,2 00) 

Price $4,600 



Versace 


Model 26ccs7d 455s009 

Reference N/A 

Case stainless steel and ceramic 

• Water resistance 30 m 

• Diameter 43.5 mm 

• Height N/A 

Movement type automatic 
Caliber Dubois Depraz 2040 
Base caliber see above 
Special features ceramic top ring with 
tachymeter scale, screw-down crown, 
see-through caseback 
Price $4,275 




Tutima 

Model Grand Classic Chronograph 
Black UTC 
Reference 781-52 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15.9 mm 
Movement type automatic 
Caliber ETA 7754 

Base caliber see above 
Variations leather strap with PVD- 
coated roller buckle ($4,100) 

Price $4,700 



Versace 

Model 26CCS9 D800 S872 

Reference N/A 
Case ceramic 

• Water resistance N/A 

• Diameter 43.5 mm 

• Height N/A 

Movement type automatic 

Caliber ETA 28 94 

Base caliber see above 

Special features chronograph, top ring 

with tachymeter scale 

Price $4,500 
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$3,000 TO $3,999 



Ball 

Model Engineer Master II Diver FreeFall 
Reference DC1 028C-S2J-BK 
Case stainless steel 

• Water resistance 300 m 

• Diameter 43.8 mm 

• Height 16.3 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features limited to 500 pieces, 
25 micro gas tubes on dial and hands, 
inner unidirectional rotating bezel 
Variations blue dial 
Price $3,399 



Baume & Mercier 

Model Hampton 
Reference 10026 
Case stainless steel 

• Water resistance 50 m 

• Length and width 32 mm x 45 mm 

• Height 10.85 mm 
Movement type automatic 
Caliber ETA 28 95 

Base caliber see above 
Special features date, small seconds 
Price $3,450 



Ball 

Model Trainmaster Fahrenheit 
Reference NT1 Q5QD-LJ-BKF 
Case stainless steel 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 12.6 mm 
Movement type automatic 
Caliber Ball 90 18 

Base caliber see above 
Special features cold temperature 
endurance to -40°, 15 micro gas tubes 
on dial and hands, thermometric indica¬ 
tion (range: from -31°F to 113°F) 
Variations silver dial on stainless-steel 
bracelet 
Price $3,599 



Bell & Ross 

Model BRS Heritage 
Reference BRS -HERITAGE/SCA 
Case ceramic 

• Water resistance 50 m 

• Length and width 39 mm x 39 mm 

• Height 6.8 mm 
Movement type quartz 
Caliber ETA 98 0.163 
Base caliber see above 

Special features numerals, luminescent 
coating on indexes and hands 
Price $3,000 



Ball 

Model Engineer Hydrocarbon Ceramic 
XV COSC 

Reference DM 2136A-SCJ-BK 
Case stainless steel 

• Water resistance 300 m 

• Diameter 42 mm 

• Height 13.25 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 
Special features 31 micro gas tubes on 
hands and dial, ceramic luminous unidi¬ 
rectional rotating bezel, COSC-certified 
movement 

Variations rubber strap ($3,799) 

Price $3,899 



Bell & Ross 

Model BR 02-92 Steel with Carbon Fiber 
Dial 

Reference BR02-ST-FIB 
Case stainless steel 

• Water resistance 1,000 m 

• Diameter 44 mm 

• Height 17 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 
Special features carbon-fiber dial, date 
display, decompression valve, unidirec¬ 
tional, ratcheted interior bezel gradua¬ 
ted to 60 minutes with 
photoluminescent reference point, pho- 
toluminescent coating on numerals, in¬ 
dexes and hands 
Price $3,500 
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$3,000 TO $3,999 



Bremont 

Model Bremont SOLO 
Reference SOLO/CR 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 11 mm 
Movement type automatic 
Caliber BE-36A E 

Base caliber see above 
Special features date display, stainless- 
steel, Trip-Tick case construction, display 
caseback, nonreflective sapphire crystal 
Variations white hands and indexes 
Price $3,950 



Citizen 

Model Satellite Wave 
Reference CC0005-06E 
Case stainless steel/ceramic 

• Water resistance 50 m 

• Diameter 48 mm 

• Height 21 mm 
Movement type quartz 
Caliber H990 

Base caliber see above 
Special features limited edition piece 
with a totally new timekeeping system, 
minimum 24 navigational satellite 
monitoring, Eco-Drive 
Price $3,800 



Chronoswiss 

Model Classic 

Reference CH 2823 LL CL si 5N 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 9.6 mm 
Movement type automatic 
Caliber C.281 

Base caliber see above 
Special features date window 
Variations rose-gold case ($12,100) 
Price $3,900 



Dior 

Model Chiffre Rouge 
Reference CD084510A002 
Case stainless steel 

• Water resistance 50 m 

• Diameter 36 mm 

• Height N/A 

Movement type automatic 
Caliber ETA 2824 
Base caliber see above 
Special features date display, 
translucent sapphire caseback with 
limited edition number engraved 
Price $3,000 




Chronoswiss 

Model Pacific 
Reference CH 2883 br 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 11.25 mm 
Movement type automatic 
Caliber C.281 

Base caliber see above 
Special features date display 
Variations different dials 
Price $3,950 



Dodane 

Model Type 23 
Reference Type 23 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42.5 mm 

• Height 13.9 mm 
Movement type automatic 

Caliber Dubois Depraz chronograph fly- 
back 42030 

Base caliber see above 
Special features flyback chronograph, 
42-hour power reserve 
Price $3,500 
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$3,000 TO $3,999 



Doxa 

Model SUB 4000T Saphhire Bezel 
Reference 820 .17-155.21 
Case stainless steel 

• Water resistance over 1,000 m 

• Diameter 47 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 28 97 

Base caliber see above 
Special features luminous elapsed dive 
time bezel with sapphire crystal insert 
Variations orange dial Professional 
($3,829), blac k dial Sharkhunter ($3,829) 
Price $3,839 



Frederique Constant 

Model Ladies’ Hearts Automatic 
Reference fc303whd2pd6 
Case stainless steel 

• Water resistance 50 m 

• Diameter 34 mm 

• Height 10 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Special features date display 
Price $3,675 



Ebel 

Model Classic Sport 
Reference 1216031 

Case yellow gold and stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 9.9 mm 
Movement type quartz 
Caliber ETA 95 5.112 
Base caliber see above 

Special features silver-tone dial with 11 
gilt hour markers and central striped 
motif, date display, two-tone stainless- 
steel link bracelet 
Price $3,600 



Gerge 

Model Type-Mi Giovanna Special Edition 
Reference GM1 -CSSB-AB1 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features ceramic bezel, limited 
to 288 pieces 
Price $3,890 



Ernest Borel 

Model Borel Chrono Collection 
Reference GS8 61QD-4522BK 
Case stainless steel 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 11 mm 
Movement type automatic 
Caliber DD14500 

Base caliber E TA 2892-A2 
Special features bezel set w/ 60 
diamonds, big date display, sapphire 
crystal, see-through caseback 
Price $3,770 



Gevril 

Model Avenue of Americas 
Reference 5006 A 
Case stainless steel 

• Water resistance 50 m 

• Length and width 35 mm 

• Height 13.7 mm 
Movement type automatic 
Caliber ETA 28 92 

Base caliber see above 
Special features date display, 
PVD-coated bezel, case and buckle, non- 
reflective sapphire crystal 
Price $3,895 
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$3,000 TO $3,999 



Glycine 

Model Lagunare Chrono L1000 
Reference 3888-119-D9 
Case stainless steel 

• Water resistance 300 m 

• Diameter 46 mm 

• Height 16.75 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features unidirectional bezel, 
screw-down pushers and crown 
Variations different dials 
Price $3,525 



Longines 

Model Longines Twenty-Four Hours 
Reference L27514534 
Case stainless steel 

• Water resistance 30 m 

• Diameter 47.5 mm 

• Height 13 mm 
Movement type automatic 
Caliber ETA A07.171 

Base caliber see above 
Price $3,100 



Korloff 

Model Kalahari 
Reference MTZA 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 5 mm 
Movement type quartz 
Caliber ETA 901.101x2 and 
ETA 980.106 x 3 

Base caliber see above 

Variations 5 time zones, 5 independent 

movements, reversible case, strap and 

buckle 

Price $3,500 



Louis Erard 

Model 1931 

Reference 462 27AA03.BDC54 
Case stainless steel 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 13 mm 
Movement type automatic 
Caliber ETA 2824DD 9000 



Base caliber see above 

Special features calendar display, moon- 

phase display, nonreflective sapphire 

crystal 

Price $3,300 



Limes 

Model Pharo Moonphase Chronograph 
Reference U62 82C-LC1.1 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40.5 mm 

• Height 14.3 mm 
Movement type automatic 
Caliber ETA 77 51 

Base caliber see above 
Special features moon-phase display, 
full calendar, chronograph 
Variations black dial 
Price $3,195 



Louis Erard 

Model 1931 

Reference 792 20AA21.BDC52 
Case stainless steel 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 14 mm 
Movement type automatic 
Caliber ETA 7750 

Base caliber see above 
Special features chronograph, 
tachymeter scale, date display, 
nonreflective sapphire crystal 
Price $3,450 
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$3,000 TO $3,999 



Maurice Lacroix 

Model Fiaba 

Reference FA2 164-SD532-170 
Case stainless steel 

• Water resistance 50 m 

• Diameter 20.9 mm x 39 mm 
■ Height N/A 

Movement type quartz 

Caliber Quartz 

Base caliber see above 

Special features 68 diamonds, m-o-p 

dial 

Price $3,550 



Oris 

Model Oris Big Crown XI Calculator 
Reference 01 6 75 7648 4246 Set 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 46 mm 

• Height 15.5 mm 
Movement type quartz 
Caliber ETA 77 50 
Base caliber see above 

Special features chronograph, domed 
sapphire crystal, special box with slide 
rule scale on top, DVD of the movie “The 
Right Stuff” included with piece 
Price $3,950 



Maurice Lacroix 

Model Pontos Chronographe Full Black 
Reference PT6188-SS001-351 
Case stainless steel/ceramic coating 

• Water resistance 50 m 

• Diameter 50 mm 

• Height N/A 

Movement type automatic 

Caliber ML 112 

Base caliber see above 

Special features chronograph, date 

display 

Price $3,900 



Oris 

Model Oris Artix Chronograph 
Reference 01 6 74 764 4 4 0 51-07 5 2 2 80FC 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features chronograph, see- 
through caseback 

Variations black dial, bracelet ($3,725) 
Price $3,550 



Montblanc 

Model Star Chronograph Automatic 
Reference 106466 
Case stainless steel 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 13.95 mm 
Movement type automatic 
Caliber MB 481 0/501 

Base caliber see above 
Special features date/day display 
Variations black dial on black strap, 
stainless-steel bracelet ($4,100) 
Price $3,845 



Perrelet 

Model Seacraft 3 Hands Date 
Reference A1053/B 
Case stainless steel 

• Water resistance 500 m 

• Diameter 42 mm 

• Height 13.6 mm 
Movement type automatic 
Caliber P-261 

Base caliber see above 
Special features luminous indices exten¬ 
sion buckle 
Price $3,400 
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$3,000 TO $3,999 



Rado 

Model r5.5 XX L 
Reference R28388152 
Case ceramic 

• Water resistance N/A 

• Length and width 49.2 mm x 40.5 mm 

• Height 10.3 mm 
Movement type quartz 
Caliber ETA 25 1.262 
Base caliber see above 
Price $3,100 



RGM 

Model Professional Diver 
Reference 300 
Case stainless steel 

• Water resistance 500 m 

• Diameter 43.5 mm 

• Height 17 mm 
Movement type automatic 
Caliber ETA 2896 

Base caliber see above 
Variations bracelet ($4,250) 
Price $3,500 



Raymond Weil 

Model Parsifal 
Reference 296 5 SG5 00658 
Case stainless steel/rose gold 

• Water resistance 100 m 

• Diameter 39 mm 

• Height 10.15 mm 
Movement type automatic 
Caliber ETA 2834 

Base caliber see above 
Price $3,450 



Scalfaro 

Model Piero Laverda 750 SFC Edition 
Reference SCL PL75QSFC.EDT.50 
Case stainless steel w/ceramic 
intarsia 

• Water resistance 100 m 

• Diameter 43 mm x 59 mm 

• Height 10.8 mm 
Movement type automatic 
Caliber ADK147 Small Second 
Base caliber ETA 2892-A2 



Special features limited to 50 pieces, 
original 750 SFC material integrated into 
case, signature of Piero Laverda, rubber 
strap, folding buckle, sapphire crystal, 
see-through caseback 
Price $3,850 



Raymond Weil 

Model Parsifal 
Reference 726 0 STC 00208 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41 mm 

• Height 11.85 mm 
Movement type automatic 
Caliber module DD2010 
Base caliber E TA 2892 
Special features date display 
Price $3,850 



TAG Heuer 

Model Linl 

Reference CAT201Q.BA0952 
Case stainless steel 

• Water resistance 200 m 

• Diameter 43 mm 

• Height 7 mm 
Movement type automatic 
Caliber 5 

Base caliber see above 
Special features date display 
Price $3,800 
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$3,000 TO $3,999 



Tutima 

Model Grand Classic Reserve 
Reference 627-02 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 12.5 mm 
Movement type automatic 
Caliber ETA 28 92-A2 

Base caliber see above 
Variations leather strap with stainless- 
steel roller buckle ($2,900) 

Price $3,300 



Versace 

Model Eon Ellipse 
Reference 91Q 89FD997 S009 
Case stainless steel, rose-gold ion 
plating 

• Water resistance 30 m 

• Diameter 40 mm x 32 mm 

• Height N/A 
Movement type quartz 
Caliber Ronda 762 
Base caliber see above 

Special features rotating oval ring w/ 

diamonds 

Price $3,750 



UTS 

Model Adventure GMT Automatic 
Reference Adventure GMT 
Case stainless steel 

• Water resistance 500 m 

• Diameter 46 mm 

• Height 15 mm 
Movement type automatic 
Caliber ETA A07.171 

Base caliber see above 
Price $3,999 



Wempe 

Model Zeitmeister Glashutte Automatic 
Reference WM 37 0002 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13.65 mm 
Movement type automatic 
Caliber TT651.00 

Base caliber E TA 2892-A2 
Special features big date display, 2nd 
time zone, screw-down caseback with 
relief engraving of the Glashutte obser¬ 
vatory 
Price $3,200 



Valentino 

Model Rose 

Reference V41 SBQ9991SSA01 
Case stainless steel 

• Water resistance 30 m 

• Diameter 36 mm 

• Height 7 mm 
Movement type quartz 
Caliber ETA 95 6.032 
Base caliber see above 

Special features m-o-p dial with 114 
diamonds (0.49 ct.) 

Price $3,500 



Wempe 

Model Zeitmeister Aviator Watch 
Chronograph XL 
Reference WM60 0005 
Case stainless steel 

• Water resistance N/A 

• Diameter 45 mm 

• Height 15.45 mm 
Movement type automatic 
Caliber ETA A0 7.211 

Base caliber see above 
Special features screw-down caseback 
with high relief engraving of the 
Glashutte observatory 
Price $3,200 


132 


WatchTime Buyer’s Guide 2012 
























































*k$P}v 


L 


Se * r '» 


WATCH DESIGN: BACK TO CLASSIC 

i j 

ii/ I 


•*< 


TESTS & 
REVIEWS 

^1^11^1,’; dm/ y; 

I 

‘V'-r^- I 


* 


WATCH _ 
AUCTION *m\ 


m 


Hi I 




WatchT me 


iPad Edition 


Videos 

Photo galleries 

Zoom images & text 

Read in portrait or landscape 

Search function 

Fast navigation 

Web links 

Archive references 

Read online or off 


More Apps for the 
iPad and iPhone 


w 


Wdtcnlime 


Watches 


i 













$2,000 TO $2,999 



Anonimo 

Model Tricolore 
Reference 1989 Tri 
Case stainless steel 

• Water resistance 300 m 

• Diameter 42 mm 

• Height 13.3 mm 
Movement type automatic 
Caliber Sellita SW 200-1 
Base caliber see above 
Special features Italian tricolor 
green/white/red, date window 
Price $2,650 



Azimuth 

Model White Knight 
Reference MIJ B.PV.N003 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 47 mm 

• Height N/A 

Movement type manual-wind 
Caliber Unitas 6497-1 
Base caliber see above 
Special features domed sapphire crystal 
Price $2,780 



Anonimo 

Model Carbon Diver 
Reference 1989 CD 
Case stainless steel 

• Water resistance 300 m 

• Diameter 42 mm 

• Height 13.3 mm 
Movement type automatic 
Caliber Sellita SW 200-1 
Base caliber see above 

Special features black carbon fiber dial 
and bezel, luminescent indexes, date 
window 
Price $2,850 



Ball 

Model Engineer II Red Label COSC 
Reference NM 2026C-LCJ-GY 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 13.15 mm 
Movement type automatic 
Caliber ETA 28 36-2 

Base caliber see above 

Special features 15 micro gas tubes on 

dial and hands 

Variations black dial on steel bracelet or 
white dial on crocodile strap 
Price $2,599 



Azimuth 

Model Bombardier VI 
Reference MI.B 6.SS.L001 
Case stainless steel 

• Water resistance 30 m 

• Diameter 47 mm 
■ Height N/A 

Movement type manual-wind 

Caliber Vintage Fontainemelon ST96-4 

Base caliber see above 

Special features limited edition of 200 

pieces 

Price $2,510 



Ball 

Model Engineer II Red Label GMT COSC 
Reference GM 2026C-SCJ-BK 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 12.2 mm 
Movement type automatic 
Caliber ETA 28 93 

Base caliber see above 
Special features 15 micro gas tubes on 
dial and hands, COSC-certified chrono¬ 
meter movement 

Variations white dial on crocodile strap 
Price $2,799 
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$2,000 TO $2,999 




Baume & Mercier 

Model Hampton 
Reference 10018 
Case stainless steel 

• Water resistance 50 m 

• Length and width 27 mm x 40 mm 

• Height 9.55 mm 
Movement type quartz 
Caliber F05.111 

Base caliber see above 
Special features date 
Price $2,650 


Bell & Ross 

Model BRS Steel 
Reference BRS -BL-ST/SRB 
Case stainless steel 

• Water resistance 50 m 

• Length and width 39 mm x 39 mm 

• Height 6.8 mm 
Movement type quartz 
Caliber ETA 98 0.163 
Base caliber see above 

Special features independent seconds, 
numerals, index marks and hands co¬ 
vered in photoluminescent coating 
Price $2,300 



Davosa 


Model Business Pilot Chronograph 
Reference 161.006.45 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 15.6 mm 
Movement type automatic 
Caliber ETA 7753 


Base caliber see above 


Special features nonreflective sapphire 
crystal, screw-down glass caseback, 
onion-shaped crown, turnable bezel 


Variations brown, black or silver dial 
Price $2,000 




Davosa 

Model Rallye Pilot Chronograph 
Reference 161.007.56 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 15.6 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features tachymeter case, day- 
date display, rallye strap with red 
stitching, limited edition 333 pieces, 
dedicated to the Targo Florio 
Variations with metal bracelet ($2,290) 
Price $2,150 



Bertolucci 

Model Forza II 

Reference 139 5.5Q.421.518e.41Q 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 14.7 mm 
Movement type automatic 

Caliber ETA/U nitas/Ronda 121/2 5050.C 
Base caliber see above 
Price $2,850 



Davosa 

Model World Traveller Chronograph 
Reference 161. 502.15 
Case stainless steel 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 15.7 mm 
Movement type automatic 
Caliber ETA 77 54 

Base caliber see above 

Special features three-layer-dial, dual 

time 

Variations black or blue dial 
Price $2,550 
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$2,000 TO $2,999 



Doxa 

Model 1200T NUMA 
Reference 810 .15.121.il 
Case stainless steel 

• Water resistance over 1,000 m 

• Diameter 42 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 

Special features limited edition of 100 

pieces for Clive Cussler's NUMA 

organization 

Price $2,490 



Ebel 

Model Classic 100 
Reference 1216039 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 9.1 mm 
Movement type automatic 
Caliber ETA 28 92-A2 
Base caliber see above 

Special features silver-toned dial, date 

display 

Price $2,490 



Doxa 

Model 1500T 
Reference 825 .10.353.10 
Case stainless steel 

• Water resistance over 1,000 m 

• Diameter 45 mm 

• Height 15 mm 
Movement type automatic 
Caliber ETA 28 92-A2 

Base caliber see above 
Special features push-button clasp on 
bracelet with ratcheting dive suit 
extension 

Variations PVD case finish 
Price $2,990 



Ebel 

Model Classic Sport Chronograph 
Reference 1216042 
Case stainless steel 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 10.8 mm 
Movement type quartz 
Caliber Ronda 5030.D 
Base caliber see above 

Special features chronograph, date 

display 

Price $2,600 



Ebel 

Model Brasilia 
Reference 1216036 
Case stainless steel 

• Water resistance 50 m 

• Diameter N/A 

• Height 8.25 mm 
Movement type quartz 
Caliber ETA 25 6.111 
Base caliber see above 

Special features silver-toned dial with 
guilloche patterned central motif, 
Roman numerals, date display, stainless 
steel bracelet 
Price $2,390 



Ernest Borel 

Model Braque Collection 
Reference GB7 35QWC3-2599 
Case stainless steel two-tone 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 10.9 mm 
Movement type automatic 
Caliber ETA 28 34 COSC 
Base caliber see above 

Special features officially certified 
chronometer, day-date indication, dial 
set with 15 diamonds, sapphire crystal, 
see-through caseback 
Price $2,121 
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$2,000 TO $2,999 



Ernest Borel 

Model Athletic Collection 
Reference GS8203-5522 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 14.3 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features chronograph, counter 
function, day-date indication, 
tachymeter, sapphire crystal, see- 
through back 
Price $2,384 



Glycine 


Model Airman Base 22 
Reference 3887-11GA-LB7 
Case stainless steel 

• Water resistance 200 m 

• Diameter 42 mm 

• Height 11.2 mm 
Movement type automatic 
Caliber ETA 2893-2 


Base caliber ETA 2893 


Special features three time zones and a 
Super-LumiNova-coated 24-hour hand 


Variations bracelet ($2,500) 
Price $2,350 




Frederique Constant 

Model Vintage Rally 
Reference FC396V6B6 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 14.5 mm 
Movement type automatic 
Caliber FC396 

Base caliber see above 
Price $2,750 



Glycine 

Model Incursore Big Date 
Reference 3885-19-LB9 
Case stainless steel 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 11.6 mm 
Movement type automatic 
Caliber ETA 28 96 

Base caliber see above 

Special features big date, domed nonre- 

flective sapphire crystal, exhibition 

caseback 

Price $2,875 



Glycine 

Model Lagunare Automatic L1000 
Reference 3899-19-1 
Case stainless steel 

• Water resistance 300 m 

• Diameter 44 mm 

• Height 11.7 mm 
Movement type automatic 
Caliber ETA 28 24-2 

Base caliber ETA 2824 
Special features luminescent element on 
divers’ bezel, locking crown 
Variations rubber strap ($1,900) 

Price $2,325 



Gucci 

Model 90th Anniversary Coupe 
Reference YA1 313Q6 
Case stainless steel 

• Water resistance 50 m 

• Length and width 40 mm x 40 mm 

• Height N/A 

Movement type automatic 
Caliber Dubois Depraz 
Base caliber see above 
Price $2,650 
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$2,000 TO $2,999 



Gucci 

Model 90th Anniversary Coupe 
Reference YA1 51507 
Case stainless steel 

• Water resistance 50 m 

• Length and width 40 mm x 40 mm 
■ Height N/A 

Movement type automatic 
Caliber Dubois Depraz 
Base caliber see above 
Price $2,650 



Longines 

Model Longines Ladies Diamond 
Conquest 

Reference L328QQ577 
Case stainless steel and ceramic 

• Water resistance 50 m 

• Diameter 35 mm 

• Height 7.5 mm 
Movement type quartz 
Caliber ETA 955.412 
Base caliber see above 
Price $2,675 



Kobold 

Model R.E. Byrd Automatic 
Reference KD 830121 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41 mm 

• Height 12 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Special features case made in U.S. 
Price $2,750 



Longines 

Model Column-Wheel Chronograph 
Reference L2.733.4.72.X 
Case stainless steel 

• Water resistance 30 m 

• Diameter 39 mm 

• Height 13 mm 
Movement type automatic 
Caliber L688.2 

Base caliber see above 
Special features date aperture, 30- 
minute counter, 12-hour counter 
Variations rose gold 
Price $2,950 



Korloff 

Model Madison Edition 
Reference VA1 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 5 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Special features steel blue hands, 
skeleton back 
Price $2,200 



Louis Erard 

Model 1931 

Reference 522 06AA10.BDCQ2 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 9 mm 
Movement type automatic 
Caliber ETA/Peseux 7001 
Base caliber see above 

Special features silver-textured dial, 
regulator, nonreflective sapphire crystal 
Price $2,375 
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$2,000 TO $2,999 



Luminox 

Model Scott Cassell Deep Dive UVP 

Automatic 

Reference 1525 

Case stainless steel, PVD 

• Water resistance 500 m 

• Diameter 44 mm 

• Height 17.05 mm 
Movement type automatic 
Caliber ETA 28 26 

Base caliber see above 
Special features automatic helium 
release valve, patent pending bezel 
locking system, extender strap with ion- 
plated brushed buckle, LLT (Luminox 
Light Technology) 

Price $2,000 



MeisterSinger 

Model Perigraph Anthracite 
Reference AM1007 
Case stainless steel 

• Water resistance 50 m 

• Diameter 43 mm 

• Height 11.2 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Special features single-hand time¬ 
keeping, central date indicator 
Variations black, white or tan dial 
Price $2,490 




Maurice Lacroix 

Model Pontos Jours/Date 
Reference PT6158-SSQQ1-43E 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 
■ Height N/A 

Movement type automatic 
Caliber ML 109 
Base caliber see above 
Special features day, date 
Price $2,300 



Mido 

Model Multifort Chrono Special Edition II 
Reference M00 5.614.36.051.22 
Case stainless steel, black PVD coating 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.5 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features sapphire crystal with 
nonreflective coating on both sides, dial 
and hands with Super-LumiNova, see- 
through mineral crystal caseback with 
screw-down crown, deployant buckle 
with PVD coating 
Price $2,090 



Maurice Lacroix 

Model Fiaba 

Reference FA2164-SD531-311 
Case stainless steel 

• Water resistance 50 m 

• Diameter 20.9 mm x 39 mm 

• Height N/A 
Movement type quartz 
Caliber quartz 

Base caliber see above 
Special features 58 diamonds, 
dial with guilloche 
Price $2,650 



Mido 

Model Baroncelli Chronograph 
Moonphase 

Reference M86 07.3.M1.42 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13.3 mm 
Movement type automatic 
Caliber ETA 77 51 

Base caliber see above 
Special features sapphire crystal with 
nonreflective coating on both sides, see- 
through mineral crystal caseback, 
deployant buckle 
Price $2,650 
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$2,000 TO $2,999 



Movado 

Model Red Label 
Reference 606485 
Case titanium 

• Water resistance 30 m 

• Diameter 42 mm 
■ Height N/A 

Movement type automatic 

Caliber ETA 28 95-2 

Base caliber see above 

Special features Museum dial, PVD finish 

stainless steel bezel, date display 

Price $2,195 



Movado 

Model Fiero 
Reference 606500 
Case tungsten carbide 

• Water resistance 30 m 

• Diameter 32 mm 

• Height N/A 
Movement type quartz 
Caliber ISA 127 

Base caliber see above 
Special features Museum dial and 
tungsten carbide link bracelet 
Price $2,995 



Movado 

Model Concerto 
Reference 606470 
Case stainless steel 

• Water resistance 30 m 

• Diameter 30 mm 

• Height N/A 
Movement type quartz 
Caliber ETA 90 1.001 
Base caliber see above 

Special features m-o-p dial with printed 
indices, diamond-set bezel (tew 0.36), 
two-toned stainless-steel link bracelet 
Price $2,295 



Miihle Glashiitte 

Model Germanika V 
Reference M1-38-43-LB 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42.4 mm 

• Height 12.3 mm 
Movement type automatic 
Caliber SW 22 0-1 

Base caliber see above 

Variations white dial on crocodile strap 

($2,599) 

Price $2,699 



Movado 

Model SE Extreme 
Reference 606492 
Case stainless steel, PVD, texalium 

• Water resistance 30 m 

• Diameter 44 mm 

• Height N/A 

Movement type automatic 
Caliber ETA 2824-2 
Base caliber see above 
Special features Museum dial 
Price $2,295 



Miihle Glashiitte 

Model MarinusGMT 
Reference M1- 28-53-KB 
Case stainless steel 

• Water resistance 1,000 m 

• Diameter 44 mm 

• Height 12.2 mm 
Movement type automatic 
Caliber ETA 28 93-2 

Base caliber see above 
Special features second time zone, 24-hr 
display, bidirectional rotating bezel, 2.5- 
mm-thick dome nonreflective sapphire 
crystal 

Variations stainless-steel bracelet 
($3,099) 

Price $2,899 
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$2,000 TO $2,999 



Nivrel 

Model Heritage Bijoux La Grande Date 
Reference N 4 45.001 AAASS 
Case stainless steel 

• Water resistance 50 m 

• Diameter 35 mm 

• Height 9.6 mm 
Movement type automatic 
Caliber Nivrel Big Date 
Base caliber E TA 2892-A2 
Special features two-disk big-date 
function 

Price $2,350 



Nivrel 

Model Chronographe Replique III 
Reference N 5 12.001 CASES 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13.5 mm 
Movement type automatic 
Caliber ETA 7750 

Base caliber see above 
Price $2,600 




Nivrel 

Model Heritage Bijoux La Grande Date 
Reference N 4 45.001 AASSS 
Case stainless steel 

• Water resistance 50 m 

• Diameter 35 mm 

• Height 9.6 mm 
Movement type automatic 
Caliber Nivrel Big Date 
Base caliber E TA 2892-A2 
Special features two-disk big-date 
function 

Price $2,350 



OMG 

Model Mother Gun Edition 
Reference MotherGunEdition 
Case stainless steel w/ ceramici intarsia 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13 mm 
Movement type manual-wind 
Caliber ADK14 6 

Base caliber ETA/Unitas 6497 
Special features limited to 300 pieces, 
original material of Bentley Mother Gun 
classic race car integrated into the watch 
case, engine-turned dial, speedometer 
layout, front grille and Union Jack on 
dial, engraved caseback 
Price $2,750 



Nivrel 

Model Heritage Grand Chronographe 
(7750) 

Reference N 512.001 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13.5 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features fine finished movement 
with Geneva stripes, blued screws, 
circular-grained bridges, engraved rotor, 
silver-plated dial, clous de Paris 
guilloche in German silver, rhodinated 
index appliques 
Price $2,600 



Oris 

Model Oris Aquis Date with Diamonds 
Reference 01 7 33 7652 4194-07 4 18 34 
Case stainless steel 

• Water resistance 300 m 

• Diameter 36 mm 

• Height 11.9 mm 
Movement type automatic 
Caliber SW 20 0-1 

Base caliber see above 
Special features dial set with 12 
diamonds, screwed caseback with 
mineral glass, stainless-steel screw-in 
security crown 

Variations bracelet ($2,200), white dial 
on rubber strap or bracelet 
Price $2,000 
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$2,000 TO $2,999 



Oris 

Model Oris BC3 Air Racing Limited 
Edition 

Reference 01 6 68 7647 7184-Set 
Case titanium 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 10.6 mm 
Movement type automatic 
Caliber ETA 28 95 

Base caliber see above 

Special features date, 24 hrs, sapphire 

crystal with nonreflective coating inside, 

additional rubber strap, limited to 1,000 

pieces 

Price $2,500 



Rado 

Model D-Star 
Reference R15 6Q9162 
Case Ceramos 

• Water resistance 100 m 

• Diameter 42 mm or 28 mm 

• Height 11 mm 
Movement type automatic 
Caliber ETA 28 24-2 

Base caliber see above 
Special features made of a material that 
Rado developed called Ceramos, which 
is a titanium carbide and metallic alloy- 
infused compound 
Price $2,095 



Oris 

Model Oris BC4 Small Second, 

Retrograde Day 

Reference 01 7 55 7617 4164-07 5 22 58FC 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42.7 mm 

• Height 12.4 mm 
Movement type automatic 
Caliber SW 20 0-1 

Base caliber see above 

Special features day/date, mineral glass 

caseback 

Variations metal bracelet ($2,400) 

Price $2,300 



Rado 

Model True Thinline 
Reference R27957709 
Case ceramic 

• Water resistance N/A 

• Diameter 39 mm 

• Height 5 mm 
Movement type quartz 
Caliber ETA 21 0.001 
Base caliber see above 

Special features thinnest ceramic watch 
in the world 

Variations with gold indexes instead of 
diamonds ($1,700) 

Price $2,600 



Oris 

Model Oris Maldives Limited Edition 
Reference 01 6 43 7654 7185-Set-RS 
Case titanium 

• Water resistance 300 m 

• Diameter 43 mm 

• Height 13.5 mm 
Movement type automatic 
Caliber ETA 28 56-2 

Base caliber see above 
Special features automatic helium valve, 
limited to 2,000 pieces Oris will donate 
to Save the Maidive Atolls in the Indian 
Ocean with each watch sold. 

Variations metal bracelet ($2,800) 

Price $2,600 



Ralph Lauren 

Model Stirrup, small 
Reference RLR0010700 
Case stainless steel 

• Water resistance 30 m 

• Length and width 27.7 mm x 29.3 mm 

• Height 7.2 mm 
Movement type quartz 
Caliber RL688 

Base caliber see above 
Price $2,300 
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$2,000 TO $2,999 



Raymond Weil 

Model Maestro Phase de Lune 
Reference 285 9 STC 00209 
Case stainless steel 

• Water resistance 50 m 

• Diameter 39.5 mm 

• Height 10.45 mm 
Movement type automatic 
Caliber module DD9231 
Base caliber ETA 2824 

Special features moon-phase display 
Price $2,450 



Raymond Weil 

Model Jasmine 
Reference 522 9 STS 00659 
Case stainless steel 

• Water resistance 50 m 

• Diameter 29 mm 

• Height 7.75 mm 
Movement type quartz 
Caliber quartz 

Base caliber see above 
Price $2,850 



Raymond Weil 

Model Maestro 
Reference 773 7 STC 00659 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41.5 mm 

• Height 12.8 mm 
Movement type automatic 
Caliber ETA 7750 

Base caliber see above 
Price $2,750 



Raymond Weil 

Model Freelancer 
Reference 773 0 STC 65021 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 13.7 mm 
Movement type automatic 
Caliber ETA 7750 

Base caliber see above 
Price $2,950 




Raymond Weil 

Model Maestro 
Reference 263 7 STS 00966 
Case stainless steel 

• Water resistance 50 m 

• Diameter 30 mm 

• Height 8.65 mm 
Movement type automatic 
Caliber ETA 2671 

Base caliber see above 
Special features bezel set with 76 
diamonds, dial set with 6 diamonds 
Price $2,850 



Raymond Weil 

Model Maestro Phase de Lune 
Reference 284 9 STC 00659 
Case stainless steel 

• Water resistance 50 m 

• Diameter 39.5 mm 

• Height 10.85 mm 
Movement type automatic 
Caliber module DD9200 
Base caliber E TA 2824 

Special features moon-phase display 
Price $2,950 
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$2,000 TO $2,999 



RGM 

Model Professional Pilots 
Reference 151PW 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 9.9 mm 
Movement type automatic 
Caliber ETA 28 92-A2 

Base caliber see above 
Variations titanium ($3,750), black or 
orange dial, date at 6 o’clock or 3 o’clock 
or no date 
Price $2,450 



Seiko 

Model Ananta Automatic Multi-Hand 
Calendar 
Reference SPB021 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height N/A 

Movement type automatic 
Caliber 6R21 
Base caliber see above 
Price $2,100 



RGM 

Model Professional Pilots Chronograph 
Reference 109P 
Case stainless steel 

• Water resistance 30 m 

• Diameter 38.5 mm 

• Height 14.5 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Price $2,500 



TAG Heuer 

Model Carrera Heritage 
Reference WAS2111.FC6293 
Case stainless steel 

• Water resistance 100 m 

• Diameter 39 mm 

• Height 7 mm 
Movement type automatic 
Caliber 6 

Base caliber see above 
Price $2,700 



RGM 

Model North Pointer GMT 
Reference 254 
Case stainless steel 

• Water resistance 150 m 

• Diameter 38.5 mm 

• Height 11.7 mm 
Movement type automatic 
Caliber ETA 28 93 

Base caliber see above 

Special features nonreflective coating 

under crystal, GMT 

Variations limited edition RGM/Richard 
Sachs version of 20 pieces ($3,250) 
Price $2,950 



Tutima 

Model Grand Classic Automatic 
Reference 628-02 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 12.5 mm 
Movement type automatic 
Caliber ETA 28 36-2 

Base caliber see above 
Variations black, bordeaux, or blue dial, 
or on a water-resistant leather strap 
with stainless-steel roller buckle 
Price $2,200 
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$2,000 TO $2,999 



UTS 

Model Professional GMT Diver 
Reference GMT PRO 
Case stainless steel 

• Water resistance 1,000 m 

• Diameter 43 mm 

• Height 14 mm 
Movement type automatic 
Caliber ETA 28 93 

Base caliber see above 
Special features sapphire caseback with 
decorated movement, 3 time zones, 
limited to 200 pieces 
Price $2,850 



Wempe 


Model Zeitmeister Manually Wound 
Aviator 

Reference WM60 0006 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 13 mm 
Movement type manual-wind 
Caliber Unitas 6498-2 

Base caliber see above 

Special features screw-down caseback 

with relief engraving of the Glashutte- 

observatory 

Price $2,250 




Valentino 

Model Seduction 

Reference V43 MBQ5002S080 

Case rose-gold plated stainless steel 

• Water resistance 30 m 

• Length and width 36 mm x 25 mm 

• Height 8 mm 
Movement type quartz 
Caliber Ronda 751 
Base caliber see above 
Price $2,800 



Wempe 

Model Zeitmeister Aviator Watch 
Automatic XL 
Reference WM60 0002 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45 mm 

• Height N/A 

Movement type automatic 

Caliber ETA A0 7.161 

Base caliber see above 

Special features screw-down caseback 

with high relief engraving of the 

Glashutte observatory 

Price $2,650 



Victorinox Swiss Army 

Model Alpnach Mechanical Chronograph 
Reference 241527 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.9 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features unidirectional rotating 
bezel with count-down scale, four-rotor 
blade seconds indicator, exhibition case- 
back, protected crown, nonreflective 
sapphire crystal, luminous hands, 
day/date 
Price $2,195 



Wempe 

Model Zeitmeister Aviator Watch 
Chronograph 
Reference WM60 0004 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height N/A 

Movement type automatic 

Caliber ETA 77 53 

Base caliber see above 

Special features screw-down caseback 

with high relief engraving of the 

Glashutte observatory 

Price $2,750 
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$1,000 TO $1,999 



Alfex 

Model First Move Chrono 
Reference 5.680.810 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 11.5 mm 
Movement type quartz 
Caliber Ronda 5030 
Base caliber see above 

Special features all-black case and 
bracelet with tachymeter bezel, screwed 
back, locking deployant buckle, Super- 
LumiNova-applied numerals and hands 
Price $1,100 



Autran & Viala 

Model Nordsee 
Reference 3.1002.01 
Case stainless steel 

• Water resistance 300 m 

• Diameter 41.5 mm 

• Height 12.3 mm 
Movement type automatic 
Caliber Sellita SW200 
Base caliber see above 

Special features unidirectional rotating 
bezel 

Variations black dial 
Price $1,175 



Alpina 

Model Startimer Pilot Automatic 
Reference AL525B4S6 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 11 mm 
Movement type automatic 
Caliber ETA/UnitasAL525 
Special features date 
Base caliber see above 
Price $1,150 



Bulova 

Model Precisionist Brightwater 
Collection 
Reference 96R154 
Case stainless steel 

• Water resistance 30 m 

• Diameter 30.8 mm 

• Height 10.2 mm 
Movement type quartz 
Caliber Bulova P112 
Base caliber see above 

Special features Precisionist three-prong 
movement, accurate to 10 sec/yr; 219 
diamonds on case and dial 
Variations 8-diamond dial ($550) satin 
strap ($499), 20-diamond case ($650), 
steel and rose-gold plated finish ($750) 
ion-plated finish w/ satin strap ($650) 
Price $1,999 



Archimede 

Model Klassik Chronograph 
Reference UA7 939-C2.3 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 13.6 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features chronograph 
Variations black dial, stainless-steel 
bradet ($1,615) 

Price $1,445 



Bulova Accutron 

Model Gemini Collection 
Reference 64C104 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 15.3 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 
Special features chronograph, domed 
crystal, screwed exhibition caseback, 
day/date 

Variations stainless-steel bracelet 
($1,595), silver dial with brown leather 
strap ($1,495) 

Price $1,595 
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$1,000 TO $1,999 



D. Freemont 

Model Airbatic 
Reference Cit 01m 
Case stainless steel 

• Water resistance N/A 

• Diameter 40 mm 

• Height 9 mm 

Movement type manual-wind 
Caliber ETA 28 04 
Base caliber see above 
Special features coin-edge bezel, limi¬ 
ted of 50 pieces 
Price $1,300 



Davosa 


Model Classic Power Reserve Automatic 
Reference 161.462.16 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 10.5 mm 
Movement type automatic 
Caliber ETA 28 97 

Base caliber see above 

Special features hand-applied figures, 

power-reserve indicator, embellished 

movement 

Price $1,350 




Davosa 

Model Titanium Automatic 
Reference 161.491.55 
Case titanium, black PVD 

• Water resistance 50 m 

• Diameter 46 mm 

• Height 13.9 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features screw-down crown, 
comes in a set (tooling, additional rub¬ 
ber strap and brown leather strap) 
Variations all titanium ($998), black 
PVD-plated ($1,075), chronograph 
version ($2,150) 

Price $1,075 



Davosa 

Model Argonautic Ceramic Chronograph 
Reference 161.499.20 
Case stainless steel 

• Water resistance 300 m 

• Diameter 42 mm 

• Height 16.2 mm 
Movement type automatic 
Caliber ETA 77 50 

Base caliber see above 

Special features unidirectional turning 

ceramic bezel, screw-in crown and 

pushers, helium valve 

Variations w/ yellow details and rubber 

strap ($1,620) 

Price $1,690 



Davosa 

Model World Traveller Automatic 
Reference 161. 501.55 
Case stainless steel 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 12.3 mm 
Movement type automatic 
Caliber ETA 28 93 

Base caliber see above 
Special features three-layer dial, dual 
time, embellished movement 
Variations silver or blue dial 
Price $1,350 



Deep Blue 

Model Master 2000 GMT 
Reference M2K GMTBLU 
Case stainless steel 

• Water resistance 2,000 m 

• Diameter 46 mm 

• Height 17 mm 
Movement type automatic 
Caliber ETA 28 36 

Base caliber see above 
Special features 3-time-zone GMT func¬ 
tion; Super-LumiNova on hour markers, 
hands and bezel; unidirectional bezel, 
divers’ extension 
Price $1,099 
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$1,000 TO $1,999 



Deep Blue 

Model DepthMaster 3000 
Reference DM3 KBLU 
Case stainless steel 

• Water resistance 3,000 m 

• Diameter 49 mm 

• Height 19.5 mm 
Movement type automatic 
Caliber Miyota 9015 

Base caliber see above 
Special features date, sapphire bezel 
ring with Super-LumiNova, 
unidirectional bezel, divers’ extension 
Variations black, orange 
Price $1,099 



Ernest Borel 

Model Marine Adventure Series 
Reference GS8300-5529BK 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 10.4 mm 
Movement type automatic 
Caliber ETA 2893 

Base caliber see above 
Special features GMT, date display, 
sapphire caseback 
Variations steel bracelet 
Price $1,628 



Ernest Borel 

Model Braque Collection 
Reference GS7 350-5522 
Case stainless steel 

• Water resistance 50 m 

• Diameter 41 mm 

• Height 10.9 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features date display, sapphire 
caseback, screwed crown 
Price $1,171 



Ernest Borel 

Model 155th Anniversary Edition 
Reference LS6 155-2590 
Case stainless steel 

• Water resistance 30 m 

• Diameter 29.5 mm 

• Height 9.4 mm 
Movement type automatic 
Caliber ETA 26 71 

Base caliber see above 
Special features date display, dial set 
with 10 diamonds, sapphire caseback 
Price $1,659 



Ernest Borel 

Model Romance II 
Reference GG1 856-9539BR 
Case stainless steel w/ gold plate 

• Water resistance 50 m 

• Diameter 38 mm 

• Height 9.7 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 

Special features date display, sapphire 

caseback 

Price $1,370 



Fendi 

Model Round Ceramic 
Reference F684120 

Case stainless steel, ceramic, rose-gold 
PVD 

• Water resistance 50 m 

• Diameter 38 mm 

• Height 7.45 mm 
Movement type quartz 
Caliber Ronda 785 
Base caliber see above 

Special features highly scratch-resistant 
brown ceramic bezel and bracelet, date 
sapphire crystal 

Variations blue, black or white ($1,095) 
Price $1,395 
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$1,000 TO $1,999 



Fendi 

Model Round Ceramic Chrono 
Reference F663130 
Case stainless steel, ceramic 

• Water resistance 50 m 

• Diameter 38 mm 

• Height 9.15 mm 
Movement type quartz 
Caliber Ronda 5050B 
Base caliber see above 

Special features scratch-resistant blue 
ceramic bezel and bracelet, date 
Variations black or white 
Price $1,495 



Gc 

Model Bl-Class Lady 
Reference G17 110L1 
Case stainless steel 

• Water resistance 100 m 

• Diameter 32 mm 

• Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features 70 full-cut diamonds 
around bezel, MOP dial with 8 diamond 
accents 

Variations stainless steel w/o diamonds 
($300), yellow gold w/o diamonds 
($350) 

Price $1,100 




Fortis 

Model Spacematic 
Reference 623 .22.42 N.39 
Case stainless steel 

• Water resistance 200 m 

• Diameter 40 mm 

• Height 12 mm 
Movement type automatic 
Caliber SW 22 0-1 

Base caliber see above 
Special features bilingual day/date indica¬ 
tion and center stop second, whole dial 
coated with luminous material 
Price $1,425 



Glycine 

Model Combat 7 
Reference 3898-14T-LB7 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 10 mm 
Movement type automatic 
Caliber ETA 2824-2 

Base caliber E TA 2824 
Special features date 
Variations black dial on strap, on 
bracelet ($1,17 5) 

Price $1,000 



Fortis 

Model Frisson 
Reference 595.11.82 SI.29 
Case stainless steel 

• Water resistance 200 m 

• Diameter 40 mm 

• Height 11 mm 
Movement type automatic 
Caliber Sellita SW 220-1 
Base caliber see above 

Special features frosted mineral crystal, 
silicon strap, luminous hands, limited 
edition 
Price $1,850 



Glycine 

Model Incusore II Manual 
Reference 3901-19L-LB7 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 10.3 mm 
Movement type manual-wind 
Caliber ETA 6498-1 

Base caliber see above 
Special features small seconds 
Variations on bracelet ($1,325) 
Price $1,225 


WatchTime Buyer’s Guide 2012 149 






























































1 I J 


$1,000 TO $1,999 



Glycine 

Model Airman F-104 Automatic 
Reference 389 6-14T-LB7 
Case stainless steel 

• Water resistance 30 m 

• Diameter 48 mm 

• Height 9.6 mm 
Movement type automatic 
Caliber ETA 28 24-2 

Base caliber ETA 2824 
Special features date, exhibition back 
Variations black dial 
Price $1,825 



Hamilton 

Model Khaki UTC 
Reference H77525553 
Case stainless steel 

• Water resistance 300 m 

• Diameter 42 mm 

• Height 12.85 mm 
Movement type automatic 
Caliber 2893-2 

Base caliber see above 
Special features antimagnetic GMT 
movement, tracks 24 different time 
zones using IATA airport codes 
Price $1,345 



Gucci 

Model G-Timeless 
Reference YA126229 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 44 mm 
■ Height N/A 
Movement type quartz 
Caliber ETA movement 
Base caliber see above 
Special features divers’ bezel 
Price $1,050 



Hamilton 

Model Spirit of Liberty 
Reference H32 566791 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 14.83 mm 
Movement type automatic 
Caliber H21 

Base caliber see above 
Special features limited edition, chrono¬ 
graph, dial reads, “Without liberty, life 
is misery.-Alexander Hamilton” 

Price $1,795 



Gucci 

Model Coupe 
Reference YA1 31301 
Case stainless steel 

• Water resistance 50 m 

• Length and width 40 mm x 40 mm 
■ Height N/A 

Movement type quartz 

Caliber Ronda 

Base caliber see above 

Special features big date, seconds 

subdial 

Price $1,050 



.Ton 


Hamilton 

Model Khaki Conservation 
Reference H60 416553 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 15.5 mm 
Movement type automatic 
Caliber H31 

Base caliber see above 
Special features chronograph, designed 
in collaboration with actor Harrison 
Ford, one of the directors of Conserva¬ 
tion International 
Price $1,945 
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$1,000 TO $1,999 



Korloff 

Model Highway Edition 
Reference VQ1 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 5 mm 
Movement type quartz 
Caliber ETA 95 5.112 
Base caliber see above 

Special features date, silver guilloche 
dial and silver Arabic numbers 
Price $1,400 



Louis Erard 

Model Heritage 
Reference 672 58AA21.BDC21 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40.5 mm 

• Height 10 mm 
Movement type automatic 
Caliber ETA 28 34 

Base caliber see above 
Special features Roman numerals, day 
and date displays 
Price $1,075 




Limes 

Model Endurance Neptun II 
Reference U87 77B-LA3.1 
Case stainless steel 

• Water resistance 1,000 m 

• Diameter 41.2 mm 

• Height 12.6 mm 
Movement type automatic 
Caliber Sellita SW200 
Base caliber see above 

Special features unidirectional rotating 
bezel, screw-down crown 
Variations with rubberized leather strap 
($1,290) 

Price $1,560 



Luminox 

Model F-35 Raptor 
Reference 9388 
Case stainless steel 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 12.5 mm 
Movement type quartz 
Caliber Ronda 5050.B 
Base caliber see above 

Special features Luminox Light Techno¬ 
logy, 45-month battery life, chrono¬ 
graph, big date 
Price $1,000 



Limes 

Model Chyros 
Reference U6017-LA1.1 
Case stainless steel 

• Water resistance 50 m 

• Diameter 43 mm 

• Height 10.3 mm 
Movement type automatic 
Caliber Sellita SW200 
Base caliber see above 
Variations black dial 
Price $1,595 



Luminox 

Model Tony Kanaan Limited Edition 

Blackout 

Reference 1148 

Case stainless steel, PVD, carbon fiber 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 15.45 mm 
Movement type quartz 
Caliber Ronda 5050.B 
Base caliber see above 

Special features packaged in special 
Tony Kanaan black wooden box,big 
date, LLT Light Technology 
Price $1,200 
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$1,000 TO $1,999 



Luminox 

Model F-22 Raptor Titanium 

Reference 9272 

Case titanium w/ black PVD 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.10 mm 
Movement type quartz 
Caliber Ronda 5050.C 
Base caliber see above 

Special features chronograph, date, Lu¬ 
minox Light Technology, 54-month bat¬ 
tery life, rotating bezel 
Price $1,600 



MeisterSinger 

Model Neo 2Z Blue 
Reference NE208 
Case stainless steel 

• Water resistance N/A 

• Diameter 36 mm 

• Height 10 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Special features date 
Price $1,280 



Maurice Lacroix 

Model Les Classiques Chronographe 
Reference LC1008-SYQ2H3Q 
Case stainless steel, yellow PVD 

• Water resistance N/A 

• Diameter 40 mm 
■ Height N/A 
Movement type quartz 
Caliber quartz 

Base caliber see above 
Special features chronograph, date 
Price $1,350 



Mido 

Model Baroncelli III Gent 
Reference MQ10.408.11.051.00 
Case stainless steel 

• Water resistance 50 m 

• Diameter 39 mm 

• Height 10.45 mm 
Movement type automatic 
Caliber ETA 2836-2 

Base caliber see above 
Special features date, see-through 
mineral glass caseback 
Price $1,250 



Maurice Lacroix 

Model Fiaba 

Reference FA2164-PVY06-112 
Case stainless steel, yellow PVD 

• Water resistance 50 m 

• Diameter 20.9 mm x 39 mm 

• Height N/A 
Movement type quartz 
Caliber quartz 

Base caliber see above 
Price $1,800 



MKII 

Model LRRP-GMT 
Reference LRR P04HRV 
Case stainless steel 

• Water resistance 300 m 

• Length and width 42.1 mm 

• Height 13.5 mm 
Movement type automatic 
Caliber ETA 28 93 

Base caliber see above 
Special features date, bi-directional 
rotating bezel, screwed-down caseback, 
screwed-in crown, automatic pressure 
release valve 

Variations with rubber strap 
Price $1,265 
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$1,000 TO $1,999 



Movado 

Model Series 800 
Reference 2600096 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 
■ Height N/A 
Movement type quartz 
Caliber Ronda 5030.D 
Base caliber see above 
Special features chronograph 
Price $1,295 



NakedWatch 

Model Winston LE 
Reference NW -9156-SLE 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12 mm 
Movement type automatic 
Caliber Z2Q11, PTS 

Base caliber see above 
Special features skeletonized window, 
12-hour moon/sun display, double bar¬ 
rel, dual time function at 9 o’clock, sub 
dial at 6 o’clock, exhibition caseback 
Price $1,500 




Movado 

Model Sapphire Synergy 
Reference 606501 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 42 mm 
■ Height N/A 
Movement type quartz 
Caliber Ronda 5040.D 
Base caliber see above 

Special features chronograph, day/date 
Price $1,695 



NakedWatch 

Model Winston DE 
Reference NW -9156-SDE 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 10 mm 
Movement type automatic 
Caliber Z2011, PTS 

Base caliber see above 
Special features skeletonized window, 
12-hour moon/sun, double barrel, dual¬ 
time function at 9 o’clock, seconds sub¬ 
dial at 6 o'clock, exhibition caseback 
Price $1,650 



NakedWatch 

Model Charles 
Reference NW -1030-CG 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 10 mm 
Movement type manual-wind 
Caliber TY2901 SK, Sea-Gull 
Base caliber see above 

Special features skeletonized chrono¬ 
graph with exhibition caseback 
Price $1,250 



Nivrel 

Model Horaire Aviateur 
Reference N 325.001 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 12.4 mm 
Movement type manual-wind 
Caliber ETA/Un itas 6498 
Base caliber see above 
Variations limited to 100 pieces, with 
additional gold-plated screwed balance 
Price $1,400 
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$1,000 TO $1,999 



Oakley 

Model Hollow Point 
Reference 10-046 
Case titanium 

• Water resistance 100 m 

• Diameter 47.6 mm 

• Height 14.6 mm 
Movement type quartz 
Caliber Ronda 

Base caliber see above 
Special features chronograph 
Price $1,995 



Oris 

Model Aquis Date 43mm Black Dial Black 
Bezel 

Reference 01 7 33 7653 4154-07 4 26 34EB 
Case stainless steel 

• Water resistance 300 m 

• Diameter 43 mm 

• Height 12.6 mm 
Movement type automatic 
Caliber SW 20 0-1 

Base caliber see above 
Special features divers’ bezel, see- 
through mineral glass caseback 
Variations metal bracelet ($1,900), 
blue dial 
Price $1,750 



Oakley 

Model Hollow Point 
Reference 10-047 
Case titanium 

• Water resistance 100 m 

• Diameter 47.6 mm 

• Height 14.6 mm 
Movement type quartz 
Caliber Ronda 

Base caliber see above 
Special features chronograph 
Price $1,995 



Rado 

Model Centrix 
Reference R30927722 
Case stainless steel 

• Water resistance N/A 

• Diameter 38 mm 

• Height 7.3 mm 
Movement type quartz 
Caliber ETA 955.112 
Base caliber see above 

Special features stainless steel and 
ceramic bracelet 
Price $1,500 



Oris 

Model Swiss Hunter Team PS Edition 
Reference 01 7 33 7629 4063-Set-LS 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 11.7 mm 
Movement type automatic 
Caliber SW 20 0-1 

Base caliber see above 

Special features see-through mineral 

glasscaseback 

Variations metal bracelet ($2,000) 
Price $1,750 



Rado 

Model Rado True Thinline 
Reference R27 741159 
Case ceramic 

• Water resistance N/A 

• Diameter 39 mm 

• Height 5 mm 
Movement type quartz 
Caliber ETA 21 0.001 
Base caliber see above 

Special features thinnest ceramic watch 
in the world 

Variations with diamonds ($2,700) 

Price $1,700 
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$1,000 TO $1,999 



Raymond Weil 

Model Jasmine 
Reference 522 9 ST 00659 
Case stainless steel 

• Water resistance 50 m 

• Diameter 29 mm 

• Height 7.75 mm 
Movement type quartz 
Caliber see above 
Base caliber see above 
Variations with diamonds 
Price $1,350 



Sector 


Model SharkMaster 1000 
Reference R5251178025 
Case stainless steel 


• Water resistance 1,000 m 

• Diameter 46 mm 


• Height N/A 


Movement type automatic 

Caliber ETA 28 24 

Base caliber see above 

Special features helium release valve, 

internal timing bezel, screw-down case- 

back and crowns 

Price $1,995 




Raymond Weil 

Model Maestro 
Reference 285 7 ST 00659 
Case stainless steel 

• Water resistance 500 m 

• Diameter 39.5 mm 

• Height 9.13 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Price $1,450 



TechnoMarine 

Model UF6 Small Seconds 
Reference 611001 
Case stainless steel, PVD 

• Water resistance 200 m 

• Diameter 45 mm 

• Height N/A 
Movement type quartz 
Caliber Ronda 7004B 
Base caliber see above 
Special features small seconds 
Price $1,200 



Reactor 

Model Poseidon LE 
Reference 55907 
Case stainless steel 

• Water resistance 1,000 m 

• Diameter 48 mm 

• Height 17 mm 
Movement type quartz 
Caliber Seiko YT58 Auto Quartz 
Base caliber see above 

Special features dual rotating timing 
bezels, limited edition of 500, “never- 
dark” technology, Super-LumiNova and 
tritium tubes, exhibition caseback, 
shipped with both rubber and metal 
straps 

Price $1,000 



Tissot 

Model T-Navigator 
Reference T06242717Q57Q0 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 15.78 mm 
Movement type automatic 
Caliber CQ1.211 

Base caliber see above 
Special features chronograph 
Price $1,095 
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$1,000 TO $1,999 



Tissot 

Model T-Touch Expert 
Reference T01 34204420200 
Case titanium 

• Water resistance 100 m 

• Diameter 43.6 mm 

• Height 14.6 mm 
Movement type quartz 
Caliber ETA E4 8.351 
Base caliber see above 

Special features T-Touch technology 
Price $1,175 



Tutima 

Model Grand Classic Ladies MOP 
Reference 610-01 
Case stainless steel 

• Water resistance 100 m 

• Diameter 36 mm 

• Height 4 mm 
Movement type automatic 
Caliber ETA 2836-2 

Base caliber see above 
Variations stainless-steel bracelet 
($ 2 , 000 ) 

Special features day/date display 
Price $1,550 



Tissot 

Model Seastar 
Reference T0664271704700 
Case stainless steel, PVD 

• Water resistance 300 m 

• Diameter 48 mm 

• Height 17.28 mm 
Movement type automatic 
Caliber C01.211 

Base caliber see above 
Special features chronograph 
Price $1,225 



Tutima 

Model Pacific Black 
Reference 677-31 
Case stainless steel, PVD 

• Water resistance 200 m 

• Diameter 43 mm 

• Height 11 mm 
Movement type automatic 
Caliber ETA 2836-2 

Base caliber see above 
Special features day/date display, 
divers’ bezel 
Price $1,750 



Tutima 

Model Pacific 
Reference 677-01 
Case stainless steel 

• Water resistance 200 m 

• Diameter 43 mm 

• Height 11 mm 
Movement type automatic 
Caliber ETA 28 36-2 

Base caliber see above 
Special features day/date display 
Variations carbon fiber dial ($1,550) 
Price $1,450 



Valentino 

Model Gemme Rectangular 
Reference V36SBQ5002SS111 
Case rose-gold-plated steel 

• Water resistance 30 m 

• Length and width 23 mm x 41 mm 

• Height 7.5 mm 
Movement type quartz 
Caliber Ronda 1032 
Base caliber see above 

Special features guilloche dial with 4 
diamonds as indexes 
Price $1,800 
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$1,000 TO $1,999 



Victorinox Swiss Army 

Model Victoria Diamond 
Reference 241521 
Case stainless steel 

• Water resistance 100 m 

• Diameter 28 mm 

• Height 7.15 mm 
Movement type quartz 
Caliber Ronda 775 
Base caliber see above 

Special features 56 full-cut-diamond 
bezel, luminous hands, date 
Price $1,495 



Wempe 


Model Zeitmeister Glashutte i/SA Quartz 

Chronograph 

Reference WM 05 0017 

Case gilded steel 

• Water resistance 50 m 

• Diameter 58 mm 

• Height 11.51 mm 
Movement type quartz 
Caliber ETA 25 1.471 
Base caliber see above 

Special features chronograph, screw- 
down caseback with relief engraving of 
Glashutte observatory 
Price $1,660 




Victorinox Swiss Army 

Model Infantry Vintage Mechanical 
Chronograph 
Reference 241526 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 14.8 mm 
Movement type automatic 
Caliber ETA/Va ljoux 7750 
Base caliber see above 

Special features chronograph, exhibition 
caseback, protected crown, luminous 
hands and numerals, date 
Variations brown dial w/ brown leather 
strap 

Price $1,895 



Wempe 

Model Zeitmeister Aviator Watch 
Automatic 

Reference WM60 0001 
Case stainless steel 

• Water resistance 50 m 

• Diameter 58 mm 

• Height N/A 

Movement type automatic 

Caliber ETA 28 92-A2 

Base caliber see above 

Special features screw-down caseback 

with relief engraving of Glashutte 

observatory 

Price $1,790 



Wempe 

Model Zeitmeister Glashutte i/SA Quartz 
Chronograph 
Reference WM04 0021 
Case stainless steel 

• Water resistance 50 m 

• Diameter 58 mm 

• Height 11.51 mm 
Movement type quartz 
Caliber ETA 25 1.471 
Base caliber see above 

Special features chronograph, screw- 
down caseback with relief engraving of 
Glashutte observatory 
Price $1,520 



Yes 

Model Inca 
Reference N207.4 
Case titanium 

• Water resistance 100 m 

• Diameter 48 mm 

• Height 15 mm 
Movement type quartz 

Caliber Ana-Digi 24 hour solunar move¬ 
ment 

Base caliber see above 
Special features month, times for sun¬ 
rise, sunset, moonrise, moonset, lunar 
phase; times for next new and full 
moon; arange of alarms; backlight 
Price $1,095 
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$500 TO $999 



Alfex 

Model Flatline Cushion 
Reference 5566 
Case stainless steel 

• Water resistance 50 m 

• Length and width 35 mm x 35 mm 

• Height 5 mm 
Movement type quartz 
Caliber Ronda 1019 
Base caliber see above 

Special features stainless-steel bracelet, 
sapphire crystal 

Variations on leather strap ($495) 

Price $595 



Archimede 

Model PillotXLH 
Reference UA7 949-H1.3 
Case stainless steel 

• Water resistance 50 m 

• Diameter 45 mm 

• Height 10.5 mm 
Movement type automatic 
Caliber ETA/U nitas 6498 
Base caliber see above 

Variations black or light brown leather 
strap with ETA 6498-TOP ($1,095) 

Price $720 



Alfex 

Model Urban Move 
Reference 5673/670 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 10 mm 
Movement type quartz 
Caliber Ronda 5030 
Base caliber see above 

Special features double domed sapphire 
crystal, screwed-in caseback, 
caoutchouc strap, Super-LumiNova 
hands, engraved tachymeter bezel 
Variations brushed steel with silver dial; 
on bracelet with gray dial ($1,100) 

Price $995 



Autran & Viala 

Model Aviator B 
Reference 3.0902.01 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 10 mm 
Movement type automatic 
Caliber Sellita SW200 
Base caliber see above 
Variations brown strap 
Price $745 



Archimede 

Model DeckWatch R 
Reference UA7 952-H4.1 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 10.5 mm 
Movement type manual-wind 
Caliber ETA/Un itas 6498 
Base caliber see above 

Special features black leather strap 
Variations silver dial 
Price $720 



Boccia Titanium 

Model 3768-02 
Reference 3768-02 
Case titanium, black ceramic 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 10 mm 
Movement type quartz 
Caliber ISA 817 2 

Base caliber see above 
Special features chronograph, day and 
date, tachymeter 
Price $655 
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$500 TO $999 



Botta Design 

Model Uno Quartz Black Edition 
Reference SKU 485 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 6.9 mm 
Movement type quartz 
Caliber Ronda 705 
Base caliber see above 

Special features one hand watch, 
sapphire crystal 
Price $500 



Bulova 


Model Precisionist Champlain Collection 
Reference 98B143 


Case stainless steel, PVD 

• Water resistance 300 m 

• Diameter 46.5 mm 

• Height 14.8 mm 
Movement type quartz 
Caliber Bulova P102 
Base caliber see above 

Special features Precisionist three-prong 
movement, carbon-fiber dial, luminous 
hands, calendar display 



Variations black ion-plated finished case 
w/black rubber strap; stainless steel, 
blue/silver dial, bracelet ($599); tita¬ 
nium case/bracelet ($699); titanium 
case, Cordura ballistic nylon strap 
($599); rose-gold ion-plated finished 
case, black rubber strap ($499) 

Price $650 



Botta Design 

Model TRES2 Automatic Black Edition 
Reference SKU 453 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 9.8 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features scratch-resistant 
sapphire crystal, special water-blue 
glass on caseback, vegetable-dye 
leather strap 
Price $940 



Bulova Accutron 

Model Gemini Collection 
Reference 65A102 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 11.9 mm 
Movement type manual-wind 
Caliber ETA/Unitas 6498 
Base caliber see above 

Special features nonreflective sapphire 
crystal, exhibition screw-back case, small se¬ 
conds, rose-gold tone markers, locking de- 
ployant buckle 

Variations stainless steel w/ silver dial and 
gunmetal markers/bracelet ($925) or brown 
leather strap ($825) 

Price $895 



Bulova 

Model Marine Star Solano Collection 
Reference 98R150 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 36 mm 

• Height 9.6 mm 
Movement type quartz 
Caliber Bulova 7551 

Base caliber see above, Citizen GL30 
Special features 16 diamonds, K-l 
mineral glass insert with 8 anchor 
accents, patterned m-o-p dial, luminous 
hands, rose-gold ion-plated finish and 
accents, leather strap 
Variations non-diamond stainless steel 
version with silver accents and bracelet 
($399) or white leather strap ($350) 
Price $575 



Bulova Accutron 

Model Kirkwood Collection 
Reference 63A103 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 10.8 mm 
Movement type automatic 
Caliber Sellita SW200 
Base caliber see above 

Special features open-aperture dial, 
exhibition screw-back case, sapphire 
crystal, luminous hands, locking 
deployant buckle 

Variations black leather strap ($795); 
silver dial w/ bracelet or brown leather 
strap ($795); rose-gold ion-plated finish 
with brown dial and strap ($1,095) 

Price $995 
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$500 TO $999 



Casio 

Model EQW-M1100DC-1A2 
Reference EQW -M11Q0DC-1A2 
Case stainless steel 

• Water resistance 100 m 

• Length and width 51.5 mm x 46.9 mm 

• Height 13.7 mm 
Movement type quartz 
Caliber Modul e: 5122 
Base caliber see above 

Special features solar power, multi-band 
6 atomic timekeeping, world time (29 
cities+ UTC), 1/1000-sec. stopwatch, daily 
alarm, neo-brite luminous hands and 
markers 
Price $500 



Citizen 

Model Sailhawk 
Reference JR4040-51E 
Case stainless steel 

• Water resistance 200 m 

• Diameter 45 mm 

• Height 47 mm 
Movement type quartz 
Caliber C660 

Base caliber see above 
Special features Eco-Drive, yacht racing 
timer, time and calendar in 22 time 
zones (30 cities), 1/100-second chrono¬ 
graph measures up to 24 hours, a 
limited edition piece 
Price $575 



Chronotech 

Model Ct.7Q25 m/Q3m 
Reference Ct.7025m/03m 
Case stainless steel 

• Water resistance N/A 

• Diameter 45 mm 

• Height 17 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, pyramid 
mineral crystal 
Price $599 



Citizen 

Model Promaster SST 

Reference JW0 097-54E 

Case stainless steel, black ion plating 

• Water resistance 200 m 

• Diameter 46 mm 

• Height 14.2 mm 
Movement type quartz 
Caliber U7Q6 

Base caliber see above 
Special features Eco-Drive, 1/1000- 
second chronograph measures up to 24 
hours, split lap time, average speed 
calculation, 20 lap memory 
Variations stainless steel with black dial 
($599) 

Price $650 



Citizen 

Model Perpetual Chrono A-T 
Reference AT4004-52E 
Case stainless steel, gold tone 

• Water resistance 200 m 

• Diameter 42 mm 

• Height 13 mm 
Movement type quartz 
Caliber E650 

Base caliber see above 
Special features Eco-Drive, perpetual 
calendar, radio controlled in 5 time 
zones 

Variations black stainless steel with 
black dial ($599), titanium with black 
dial ($699), stainless steel with black 
dial 

Price $575 



Citizen 

Model Perpetual Chrono A-T Limited 
Edition 

Reference AT4025-01E 

Case stainless steel, black ion plating 

• Water resistance 200 m 

• Diameter 44 mm 

• Height 13 mm 
Movement type quartz 
Caliber E65Q 

Base caliber see above 
Special features Eco-Drive, perpetual 
calendar, radio controlled in 5 time 
zones 

Variations stainless-steel rose gold tone 
with black dial and brown crocodile 
strap ($675) 

Price $795 
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$500 TO $999 



Citizen 

Model Perpetual Calendar 
Reference BL1 258-53L 
Case stainless steel 

• Water resistance 300 m 

• Diameter 43 mm 

• Height 12.5 mm 
Movement type quartz 
Caliber E764 

Base caliber see above 
Special features Eco-Drive, perpetual 
calendar, dual-coated nonreflective 
sapphire crystal 

Variations with brown, silver, gray dial; 
w/ rose-gold tone with black/silver dial 
Price $795 



Davosa 


Model Argonautic Automatic Ceramic 
Reference 161.498.70 
Case stainless steel 

• Water resistance 300 m 

• Diameter 42 mm 

• Height 13.5 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 



Special features unidirectional turning 
scratch-proof ceramic bezel, nonreflec¬ 
tive sapphire crystal, helium valve, 
screw-down crown 

Variations with black and white details 
or with rubber strap ($675) 

Price $740 



Citizen 

Model Perpetual Calendar Chronograph 
Reference BL5440-58E 
Case stainless steel 

• Water resistance 200 m 

• Diameter 43 mm 

• Height 12 mm 
Movement type quartz 
Caliber E820 

Base caliber see above 
Special features Eco-Drive, 1/20-second 
chronograph measures up to 60 
minutes, dual-coated nonreflective 
sapphire glass 

Variations w/ white dial, with rose-gold 
tone and charcoal gray dial ($975) 

Price $925 



Davosa 

Model Pares Classic Day-Date Automatic 
Reference 161.483.16 
Case stainless steel 

• Water resistance 50 m 

• Diameter 44 mm 

• Height 11.1 mm 
Movement type automatic 
Caliber ETA 28 34 

Base caliber see above 
Special features hand applied figures, 
day/date display, sapphire crystal, 
screw-in transparent caseback 
Variations with rose colored numerals, 
with black dial and luminous numerals 
Price $780 



Citizen 

Model Perpetual Calendar Chronograph 

Reference BL5446-01E 

Case stainless steel, rose gold tone 

• Water resistance 200 m 

• Diameter 43 mm 

• Height 12 mm 
Movement type quartz 
Caliber E820 

Base caliber see above 
Special features Eco-Drive, crocodile 
strap, 1/20-second chronograph 
measures up to 60 minutes, dual-coated 
nonreflective sapphire crystal 
Variations stainless steel with black 
crocodile strap and charcoal gray dial 
($925) 

Price $975 



Davosa 

Model Classic Manual Winding 
Reference 160.404.16 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 

• Height 8.4 mm 
Movement type manual-wind 
Caliber ETA 28 04 

Base caliber see above 

Special features hand-applied figures, 

sapphire crystal, screw-in transparent 

caseback 

Price $780 
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$500 TO $999 



Deep Blue 

Model Ocean Diver 500 
Reference OD500 
Case stainless steel 

• Water resistance 500 m 

• Diameter 45 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features sapphire crystal, 120- 
dick unidirectional bezel, stainless steel, 
wetsuit extension, Super-LumiNova 
coating 

Variations blue, orange, yellow gold 
Price $599 



Defakto 

Model Akkord 
Reference 04.03.02 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 9.8 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Variations white dial 
Price $760 



Deep Blue 

Model BlueWater 500 
Reference BW500 
Case stainless steel 

• Water resistance 500 m 

• Diameter 48 mm 

• Height 16 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features m-o-p dial, sapphire 
crystal, 120-dick unidirectional bezel, 
wetsuit extension, Super-LumiNova 
coating 

Variations available w/ black, blue and 
white dial; rose gold ($699); rose 
gold/PVD ($69 9) 

Price $599 



Elysse 

Model Ko 1 
Reference 80333N 
Case stainless steel 

• Water resistance 30 m 

• Diameter 44 mm 

• Height 16 mm 
Movement type automatic 
Caliber E121-11 6 

Base caliber see above 
Special features dual time, open heart, 
leather strap 
Price $795 



Deep Blue 

Model Daynight T100 Flat Tubes 
Reference DNT 100FLT 
Case stainless steel 

• Water resistance 300 m 

• Diameter 45 mm 

• Height 15 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features tritium flat tubes, blue 
hour markers, orange hands, 
Super-LumiNova markings on bezel, 
120-dick bezel, wetsuit extension 
Variations PVD black, orange, blue 
Price $799 



Equipe 

Model Ev1Q2 
Reference Evl02 
Case stainless steel, PVD 

• Water resistance N/A 

• Diameter 44 mm 

• Height 14 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features 360-degree flexible 
lugs, chronograph, Corvette ZR1 
Price $999 
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$500 TO $999 



Ernest Borel 

Model Danaus Quartz 
Reference GG850-4091BR 
Case stainless-steel gold plated 

• Water resistance 50 m 

• Diameter 36 mm 

• Height 6.8 mm 
Movement type quartz 
Caliber ETA 98 0.163 
Base caliber see above 

Special features Swiss-made movement, 
small second at 6 o'clock, 10 mic rose- 
gold plating, Swarowski stones on 
m-o-p dial, sapphire crystal, leather 
strap, water-resistant to 50 m 
Price $595 



ESQ by Movado 


Model Quest 
Reference 7301399 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height N/A 
Movement type quartz 
Caliber Ronda 5030.D 
Base caliber see above 

Special features silver-tone metallic 
chronograph, printed indices, two-tone 
stainless steel link bracelet 
Price $550 




Ernest Borel 

Model Gary Quartz Series 
Reference GS8 688C-2856 
Case stainless steel 

• Water resistance 30 m 

• Length and width 40 mm x 33 mm 

• Height 11.2 mm 
Movement type quartz 
Caliber ETA 25 1.471 
Base caliber see above 

Special features Swiss-made chrono¬ 
graph movement, date display, counter 
function for 1/10 second and 30 minutes, 
sapphire crystal, water-resistant to 30 m 
Price $680 



ESQ by Movado 

Model Venture 

Reference 7101386 

Case stainless steel and ceramic 

• Water resistance 30 m 

• Diameter N/A 

• Height N/A 
Movement type quartz 
Caliber Ronda 751 
Base caliber see above 

Special features Roman numerals on 
dial, black ceramic link bracelet 
Price $595 



Ernest Borel 

Model Rocky II 
Reference GS5 42Q-Q522BK 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42 mm 

• Height 11.6 mm 
Movement type quartz 
Caliber RON 70 04N 
Base caliber see above 

Special features Swiss-made movement, 
big date at 6 o'clock, day display at 12 
o'clock, small seconds display at 6 
o'clock, leather strap, sapphire crystal, 
water-resistant to 500 m 
Price $735 



ESQ by Movado 

Model Quest Retrograde 
Reference 7301403 

Case rose gold ion-plated stainless steel 

• Water resistance 30 m 

• Diameter 43 mm 

• Height N/A 
Movement type quartz 
Caliber Ronda 7003N 
Base caliber see above 

Special features silver-tone metallic 
dial, day retrograde index, date display, 
brown calfskin leather strap 
Price $595 
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$500 TO $999 



Fendi 

Model Selleria 
Reference F85032H 
Case stainless steel 

• Water resistance 50 m 

• Diameter 37 mm 

• Height 6.9 mm 
Movement type quartz 
Caliber Ronda 1002 
Base caliber see above 

Special features Swiss made timepieces, 
new bezel technology (user can easily 
change bracelet or strap; bracelet or 
strap sold separately), sapphire crystal 
Variations m-o-p dial; white, pewter 
dial 

Price $850 



Gucci 

Model G-Timeless 
Reference YA126231 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 44 mm 

• Height N/A 
Movement type quartz 

Caliber Swiss-made ETA movement 
Base caliber see above 
Price $950 



Gc Smart Luxury 

Model Gc-3 AquaSport 
Reference X79 002G2S 
Case stainless steel, PVD 

• Water resistance 300 m 

• Diameter 44 mm 
■ Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features rose gold, PVD on a 
stainless-steel case, PVD bezel, black 
techno gomme strap, water-resistant up 
to 300 m 

Variations w/ a stainless-steel bracelet 
and black PVD bezel 
Price $700 



Gucci 

Model Coupe 
Reference YA1 313Q2 
Case stainless steel 

• Water resistance 50 m 

• Length and width 40 mm x 40 mm 

• Height N/A 
Movement type quartz 

Caliber Swiss-made Ronda movement 
Base caliber see above 
Special features date display 
Price $995 



Gc Smart Luxury 

Model Gc-3 Chrono 
Reference G72009G5 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, titanium 
bezel embellished with six screws, 
polished stainless-steel bracelet 
Variations polished silver case with 
rose-gold PVD bezel, black leather strap 
($750) 

Price $800 



H3 Tactical 

Model H3.222351.09b 
Reference H3. 222351.09b 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 15 mm 
Movement type quartz 
Caliber swiss quartz 
Base caliber see above 

Special features date display, chrono¬ 
graph, permanently luminous tritium 
markers 
Price $505 
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$500 TO $999 



Haemmer 

Model Secrets 
Reference DHC-12 
Case stainless steel 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 13.5 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, date 
display, crown and pushers positioned 
on the left side of the case 
Price $625 



Haurex 

Model San Marco 
Reference 1D3 70UN0 
Case stainless steel, PVD, IP black 
stainless steel and orange aluminum 

• Water resistance 100 m 

• Diameter 48 mm 

• Height 14 mm 
Movement type quartz 
Caliber Miyota 2315 
Base caliber see above 
Special features date display 
Price $750 




Hamilton 

Model Ventura 
Reference H24 411732 
Case stainless steel 

• Water resistance 50 m 

• Length and width 36 mm x 33 mm 

• Height 10.85 mm 
Movement type quartz 
Caliber 955.41 2 

Base caliber see above 
Price $845 



I.T.A. Italia Tecnica 
Artigiana 

Model 07.01.02 
Reference 07.01.02 
Case stainless steel 

• Water resistance 30 m 

• Diameter 45 mm 

• Height 15 mm 
Movement type automatic 
Caliber Japanese automatic 
Base caliber see above 

Special features power-reserve display, 
3D markers and numbers on dial 
Price $935 



Hamilton 

Model Thinomatic 
Reference H38715731 
Case stainless steel 

• Water resistance 50 m 

• Diameter 38 mm 

• Height 11.5 mm 
Movement type automatic 
Caliber 2824-2 

Base caliber see above 
Special features date display 
Price $895 



Issey Miyake 

Model SilaiQU 
Reference SilaiOU 
Case stainless steel 

• Water resistance N/A 

• Diameter 40 mm 

• Height 10 mm 
Movement type quartz 
Caliber Japanese 
Base caliber see above 

Special features dual movements 
Price $500 
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$500 TO $999 



Links of London 

Model Chicane 
Reference 60.300.350 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 12 mm 
Movement type quartz 
Caliber Miyota 0S20 
Base caliber see above 

Special features chronograph, lumines¬ 
cent hands, calf-leather strap with 
green stitching, deployant buckle 
Variations dial with black leather strap 
and red stitching, black or white dial 
with stainless-steel bracelet ($770) 
Price $680 



Mido 

Model Ocean Star Captain Blue Dial 
Reference M01 1.43Q.11.041.02 
Case stainless steel 

• Water resistance 200 m 

• Diameter 42.5 mm 

• Height 11.5 mm 
Movement type automatic 
Caliber ETA 28 36-2 

Base caliber see above 
Special features scratch-resistant 
sapphire crystal, Super-LumiNova coa¬ 
ting on dials and hands, see-through 
mineral crystal caseback, stainless-steel 
buckle, water-resistant up to 200 m, 
screw-down crown 
Price $950 



Luminox 

Model Field Atacama Day Date Series 
Reference 1823 

Case stainless steel, PVD gunmetal 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 10.8 mm 
Movement type quartz 
Caliber Ronda 517 day-date, HH6 
Base caliber see above 

Special features Luminox Light Techno¬ 
logy, 395 battery life, 316L stainless steel 
PVD gun, fixed caseback, screwed-down 
case, nonreflective sapphire crystal 
Price $525 



Mkll 

Model Sea Fighter 
Reference CD03D3C 
Case stainless steel 

• Water resistance 200 m 

• Length and width 42.35 mm 

• Height 14.22 mm 
Movement type automatic 
Caliber ETA 28 36-2 

Base caliber see above 
Special features unidirectional rotating 
steel/aluminium bezel, sapphire crystal, 
screwed-down caseback, screwed-in 
crown, water-resistant to 2 m 
Variations with 12-hr GMT bezel 
Price $780 



Luminox 

Model Field Atacam Chrono Alarm 
Reference 1844 

Case stainless steel, PVD gunmetal 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 13.6 mm 
Movement type quartz 

Caliber Ronda 5130.D, chrono-alarm HH6 
Base caliber see above 
Special features Luminox Light Techno¬ 
logy, 395 battery life, 316L stainless 
steel, PVD gun bezel, fixed caseback, 
screwed-down sapphire crystal, 
nonreflective coating, stainlesss-steel 
screwed-down crown 
Price $900 


Montrek 



Model CR1 

Reference M41 .1212.L411 
Case stainless steel, PVD 

• Water resistance 200 m 

• Diameter 47 mm 

• Height 15 mm 
Movement type quartz 
Caliber ETA G1 0.211 
Base caliber see above 

Special features sapphire crystal with 
nonreflective coating, screw-down 
crown, 10-year warranty 
Variations stainless-steel orange accents 
(M41.1213.L413); PVD, red accents 
(M42.1212.L424); PVD, orange accents 
(M42.1213.L423) 

Price $500 
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$500 TO $999 



Montres de Luxe 

Model 50 MM 
Reference 50 MM TYPE B 
Case aluminum 

• Water resistance 30 m 

• Diameter 50 mm 

• Height 14.5 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, date 
window, black PVD-coated case and 
bracelet 
Price $975 



Movado 


Model Masino 
Reference 606486 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 38 mm 

• Height N/A 
Movement type quartz 
Caliber ETA 955.402 



Base caliber see above 
Special features museum dial, black PVD 
and stainless-steel link bracelet 
Price $895 



Movado 

Model Museum Sport 
Reference 606507 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height N/A 
Movement type quartz 
Caliber ETA F0 7.111 
Base caliber see above 

Special features museum dial, day/date 
calendar, PVD-finished stainless steel 
bezel, black rubber strap 
Price $695 



NakedWatch 

Model Albion MP 
Reference NW -1020-MP 
Case stainless steel 

• Water resistance 30 m 

• Diameter 46 mm 

• Height 12 mm 
Movement type manual-wind 
Caliber NW-Se a-Gull 

Base caliber see above 
Special features skeletonized dial with 
12-hour moon/sun display, military time 
(13-24 hrs.), second hand subdial, 
exhibition caseback 
Price $750 



Movado 

Model Linio 
Reference 606472 
Case stainless steel 

• Water resistance 30 m 

• Diameter 18 mm 
■ Height N/A 
Movement type quartz 
Caliber ETA 90 1.001 
Base caliber see above 

Special features museum dial, stainless- 
steel bangle bracelet 
Price $895 



NakedWatch 

Model Christian 
Reference NW -2Q11-CSB 
Case stainless steel, ceramic 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 12 mm 
Movement type automatic 
Caliber 2196, P TS 

Base caliber see above 
Special features skeletonized dial with 
day/date/24-hour subdials, stainless 
steel and ceramic bracelet, butterfly 
clasp, exhibition caseback 
Price $750 
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$500 TO $999 



Nivrel 

Model Horaire Automatique 
Reference N 125.020 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 10 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Special features date display 
Price $700 



0cean7 

Model LM-3 V2 
Reference LM-3 V2 
Case stainless steel 

• Water resistance over 1,000 m 

• Diameter 42 mm 

• Height 15 mm 
Movement type automatic 
Caliber Swiss automatic movement 
Base caliber see above 

Special features unidirectional 120-dick 
bezel, automatic helium release valve 
Variations fully luminous version 
Price $699 



Nivrel 

Model Deep Ocean 
Reference N 145.001 
Case stainless steel 

• Water resistance 500 m 

• Diameter 43 mm 

• Height 10 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features rubber strap (strap tool 
included), date display 
Price $950 



0cean7 

Model LM-5 
Reference LM-5 
Case stainless steel 

• Water resistance 200 m 

• Diameter 42 mm 

• Height 13 mm 
Movement type automatic 
Caliber Swiss automatic movement 
Base caliber see above 

Special features domed sapphire crystal 
w/ nonreflective coating on inside, 
domed sapphire bezel insert, fully Illu¬ 
minated 120-dick unidirectional-bezel 
Variations Milainese mesh bracelet 
($199), COSC-certified chronometer 
movement ($399) 

Price $899 



Oakley 

Model Gearbox 
Reference 10-042 
Case titanium 

• Water resistance 100 m 

• Diameter 46.8 mm 

• Height 15.8 mm 
Movement type quartz 
Caliber Ronda 

Base caliber see above 
Special features gearbox with a carbon- 
fiber dial, screw-down caseback, screw- 
down crown, case can withstand 
pressure to 100 m, titanium buckle and 
rubber strap 
Price $895 



0cean7 

Model LM-4 Meteor Ceramic 
Reference LM-4 
Case ceramic 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 15 mm 
Movement type automatic 
Caliber Swiss automatic 
Base caliber see above 

Special features matte, sandblasted 
ceramic case; PVD-coated steel crown 
and caseback 

Variations orange (orange luminous 
material); shadow (gray luminous 
material); COSC-certifed chronometer 
movement ($399) 

Price $899 
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$500 TO $999 



Pierre Junod 

Model Time-O-Meter 
Reference FBL BLACK11 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 6.8 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features sapphire crystal, time is 
measured with a single hour hand only, 
calf-leather strap 

Variations on adjustable stainless-steel 
bracelet; Milano mesh bracelet ($625) 
Price $575 



Reactor 


Model Graviton 2 
Reference 89552 
Case stainless steel 

• Water resistance 200 m 

• Diameter 45 mm 

• Height 17.4 mm 
Movement type quartz 

Caliber Ronda gear box, digital interface 
Base caliber see above 



Special features fishing watch, tide 
chart provided w/information on water 
flow, sunrise, sunset, and moon phase- 
display for the next 10 years, multiple 
alarms and timers, EL backlight 
Variations stainless-steel with bracelet 
($525) 

Price $575 



Reactor 

Model Source 
Reference 85403 
Case stainless steel 

• Water resistance 200 m 

• Diameter 50 mm 

• Height 12.5 mm 
Movement type quartz 
Caliber Miyota 0S20 
Base caliber see above 
Special features dual time zone, 
luminescent SuperLumiNova dial 
markings and hands, screw-down crown 
Variations IPB with black dial and 
rubber strap ($550); stainless steel with 
red dial and metal bracelet ($550); 
stainless steel with black dial and 
bracelet ($550) 

Price $525 



Salvatore Ferragamo 

Model Grande Maison Gents 
Reference F71 LBQ9902S497 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 8 mm 
Movement type quartz 
Caliber Ronda 715 
Base caliber see above 

Special features date display, silver 
sunray guilloche dial with Roman 
numerals, second hand with double 
Gaucino logo 
Price $825 



Reactor 

Model Neutron 
Reference 93501 

Case stainless steel, two-tone IPB 

• Water resistance 200 m 

• Diameter 45.5 mm 

• Height 15.5 mm 
Movement type quartz 
Caliber Miyota OS22 
Base caliber see above 

Special features 1/20 second retrograde 
movement, luminescent Super-Lumi- 
Nova dial markings and hands, unidirec¬ 
tional timing bezel, screw-down crown 
Variations stainless-steel only version 
($500); IPB with blue dial; stainless steel 
with rubber strap ($475) 

Price $550 



Sector 

Model Yacht Master 
Reference R3271966015 
Case stainless steel 

• Water resistance 100 m 

• Diameter 45 mm 

• Height N/A 
Movement type quartz 
Caliber ISA 82 70 

Base caliber see above 
Special features yacht timer, Swiss- 
made, unidirectional rotating bezel, 
sapphire crystal, screw-down caseback, 
crown and pushers, intergrated rubber 
strap 

Price $595 
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$500 TO $999 



Sector 

Model Sharkmaster Tide 
Reference R5271178055 
Case stainless steel 

• Water resistance 200 m 

• Diameter 46 mm 

• Height N/A 
Movement type quartz 
Caliber ISA 82 71 

Base caliber see above 
Special features tide and moonphase 
display, synchronizes to lunar cycle, 
sapphire crystal, leather/fabric 
intergrated strap, screw-down caseback 
and crowns, special packaging 
Price $995 



Swarovski 

Model Octea Sport - Dark Indigo DTL, 
blue 

Reference 1078338 
Case stainless steel 

• Water resistance N/A 

• Diameter 39 mm 

• Height N/A 
Movement type quartz 
Caliber Swiss quartz 
Base caliber see above 

Special features dark Indigo crystal, 
sunray pattern on dial, hand-applied 
rhodium indexes on dial, Arabic 
numerals on dial, rubber strap with six 
dark Indigo DTL crystals 
Price $810 



Seiko 

Model Sportura Kinetic Diver 
Reference SKA511 
Case stainless steel 

• Water resistance 200 m 

• Diameter 44.2 mm 

• Height N/A 

Movement type automatic 

Caliber 5M62, Kinetic Movement 

Base caliber see above 

Special features Kinetic movement, date 

display 

Price $595 



Swarovski 

Model Octea Chrono - black 
Reference 1088678 
Case stainless steel 

• Water resistance 50 m 

• Diameter 40 mm 

• Height N/A 
Movement type quartz 
Caliber Swiss quartz 
Base caliber see above 

Special features clear crystal bezel with 
black accents, sunray pattern on dial, 3 
counters, Super-LumiNova indexes, 
swan at 12 o’clock, leather strap with 
embossed crocodile structure 
Price $850 



Seiko 

Model Premier Limited Edition Kinetic 
Perpetual 
Reference SNP045 
Case stainless steel 

• Water resistance N/A 

• Diameter 40.5 mm 

• Height N/A 

Movement type automatic 

Caliber 7D48 

Base caliber see above 

Special features Kinetic movement, date 

display 

Price $795 



Swiss Military 

Model Immersion 
Reference 06-5i3-04-079 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 12 mm 
Movement type quartz 
Caliber Ronda 

Base caliber see above 
Special features full-function chrono¬ 
graph: 30-minute, 12-hour subdials, 
continuous small second hand, 
tachymeter scale on the top ring, two 
pushers on crown to control the chrono¬ 
graph functions 
Price $510 
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$500 TO $999 



Swiss Military 

Model Flame 

Reference 06-4F1-04-002 
Case stainless steel 

• Water resistance 100 m 

• Diameter 47.5 mm 

• Height 11 mm 
Movement type quartz 
Caliber Ronda 

Base caliber see above 

Special features stitched leather band, 

60-minute rotating bezel, 30-minute 

and 10-hour subdials, big date at 6 

o'clock 

Price $695 



Tissot 

Model T-Race Lady 
Reference T0482172701700 
Case stainless steel, PVD 

• Water resistance 30 m 

• Diameter 36.55 mm 

• Height 11 mm 
Movement type quartz 
Caliber ETA G15.211 
Base caliber see above 
Special features date display, 
chronograph 

Price $725 




Tissot 

Model Racing Touch 
Reference T00252017Q51Q2 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15.35 mm 
Movement type quartz 
Caliber ETA E49.301 
Base caliber see above 

Special features sapphire crystal, 
electronic LCD 
Price $625 



Tissot 

Model Lady Heart 
Reference T0502071603300 
Case stainless steel 

• Water resistance 30 m 

• Diameter 35 mm 

• Height 9.35 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Price $750 



Tissot 

Model T-Lord 

Reference T05 950716Q51QQ 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 9.9 mm 
Movement type automatic 
Caliber ETA 2824 

Base caliber see above 
Special features date display 
Price $675 



Tissot 

Model Carson Automatic 
Reference T0684271601100 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 13.58 mm 
Movement type automatic 
Caliber CQ1.211 

Base caliber see above 
Special features chronograph 
Price $795 
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$500 TO $999 



Uhr-Kraft 

Model 21024/5 al 
Reference 21024/5a1 
Case stainless steel, PVD 

• Water resistance N/A 

• Diameter 50 mm 

• Height 13 mm 
Movement type quartz 
Caliber Japanese 
Base caliber see above 

Special features date display, power- 
reserve display, multiple timezones, 
world time 
Price $850 



Victorinox Swiss Army 

Model Chrono Classic 
Reference 241499 
Case stainless steel 

• Water resistance 100 m 

• Diameter 41 mm 

• Height 12 mm 
Movement type quartz 
Caliber ETA G1 Q.211 
Base caliber see above 

Special features nonreflective sapphire 
crystal, luminous hands, date display 
Price $595 



Uhr-Kraft 

Model 27004/ 2b 
Reference 27004/2b 
Case stainless steel, PVD 

• Water resistance 50 m 

• Diameter 50 mm 

• Height 12 mm 
Movement type quartz 
Caliber Japanese 
Base caliber see above 

Special features dual timezones, date 
display, 24-hour format display, chrono¬ 
graph 
Price $850 



Victorinox Swiss Army 

Model Alliance Chronograph 
Reference 241478 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 10.4 mm 
Movement type quartz 
Caliber ETA 25 1.272 
Base caliber see above 

Special features nonreflective sapphire 
crystal, luminous hands, applied 
numerals and indexes on dial, date 
display 

Variations black dial with black leather 
strap; silver dial with a tan leather strap 
($750); two-tone stainless-steel bracelet 
($925) 

Price $850 





Victorinox Swiss Army 

Model Chrono Classic Ceramic 

Reference 241501 

Case stainless steel, ceramic 

• Water resistance 100 m 

• Diameter 41 mm 

• Height 12 mm 
Movement type quartz 
Caliber ETA G1 Q.211 
Base caliber see above 
Special features ceramic bezel, 
nonreflective sapphire crystal, enamel 
dial, luminous hands, date display 
Variations white dial with white leather 
strap; two-tone case with white-leather 
strap ($650) 

Price $595 



Victorinox Swiss Army 

Model Infantry Vintage Mechanical 
Reference 241519 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 38 mm 

• Height 11 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features exhibition caseback, 
protected crown, nonreflective sapphire 
crystal, luminous hands and numerals, 
date display 

Variations black dial with black leather 

strap 

Price $875 
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$500 TO $999 



Victorinox Swiss Army 

Model Airboss Mechanical 
Reference 241508 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 10.85 mm 
Movement type automatic 
Caliber ETA 28 24 

Base caliber see above 
Special features exhibition caseback, 
nonreflective sapphire crystal, luminous 
hands and numerals on dial 
Variations silver dial 
Price $995 



Wenger 


Model Squadron Chrono 
Reference 77059 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 11 mm 
Movement type quartz 
Caliber Ronda 5030D 
Base caliber see above 



Special features 12-hour chronograph 
function, date display, luminous hands, 
numerals and markers on dial, unidirec¬ 
tional rotating bezel measures elapsed 
time, scratch-resistant sapphire crystal 
Price $595 



Wenger 

Model Ladies Sport 
Reference 70749 
Case stainless steel 

• Water resistance 100 m 

• Diameter 36 mm 

• Height 12 mm 
Movement type quartz 
Caliber ETA G- 15 

Base caliber see above 
Special features 30-minute chronograph 
function, date display, m-o-p subdials, 
luminous hands, sapphire crystal, stain¬ 
less-steel bracelet with butterfly 
deployant clasp 
Price $550 



West End 

Model Sowar 1916 
Reference SKU 437 
Case stainless steel 

• Water resistance 50 m 

• Diameter 39 mm 

• Height 11 mm 
Movement type automatic 
Caliber WE-07 96 

Base caliber see above, ETA 2895-2 
Special features blued pear hands, 
Rhodium-coated movement, antique 
winding crown 
Variations black dial 
Price $950 



Wenger 

Model Squadron Chrono 
Reference 77053 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 11 mm 
Movement type quartz 
Caliber Ronda 5030D 
Base caliber see above 

Special features 12-hour chronograph 
funtion, date display, luminous hands, 
numerals and markers on dial, unidirec¬ 
tional rotating bezel, scratch-resistant 
sapphire crystal, silicon rubbber strap 
Price $595 



YES 

Model WorldW atch II 
Reference W406.4 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15 mm 
Movement type quartz 

Caliber ana-digit 24-hour solunar 
movement 

Base caliber see above 
Special features date display, times for 
sunrise, sunset, moonphase, next full 
moon, percent lunar illumination, 
rotating bezel, range of alarms 
Price $595 
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UP TO $499 



Boccia Titanium 

Model 3555-01 
Reference 3555-01 
Case titanium 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 10 mm 
Movement type quartz 
Caliber Miyota 2115 
Base caliber see above 

Special features sapphire crystal, date 

display 

Price $360 



Bulova 

Model Precisionist Longwood Collection 
Reference 96B144 
Case stainless steel 

• Water resistance 30 m 

• Length and width 42.5 mm x 52 mm 

• Height 12 mm 
Movement type quartz 
Caliber Bulova P102 
Base caliber see above 

Special features Precisionist three-prong 
movement, accurate to 10 seconds a 
year, sweeping second hand, 4-screw 
caseback, luminous hands, calendar dis¬ 
play, locking deployant buckle 
Variations two-tone steel and rose-gold 
ion-plated finished case w/ silver dial; 
rose-gold tone accent version w/ brown 
leather strap ($425) 

Price $475 



Breil 

Model Orchestra, The Glass Watches 
Reference TW1026 
Case stainless steel 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 11.5 mm 
Movement type quartz 
Caliber Miyota 8N24 
Base caliber see above 

Special features chronograph, date 
display, leather strap 
Price $425 



Bulova 


Bulova 

Model BVA-Se ries 145 
Reference 97A103 
Case stainless steel, PVD 

• Water resistance 30 m 

• Length and width 41 mm x 50.7 mm 

• Height 13 mm 
Movement type automatic 
Caliber Bulova 1726 

Base caliber see above, Miyota 82S7 
Special features open-aperture dial, 
exhibition 4-screw-down caseback, 24- 
hour subdial, small seconds, luminous 
hands/markers, ion-plated finish, leat¬ 
her strap 

Variations stainless-steel bracelet, two- 
tone steel/black ion-plated case w/ 
black dial, rose-gold tone accents 
version w/ black leather strap ($450) 
Price $475 



Bulova 

Model Marine Star Collection 
Reference 98B151 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 12.6 mm 
Movement type quartz 
Caliber Bulova 6938 

Base caliber see above, Citizen OS20 
Special features chronograph, 24-hour 
subdial, small seconds, calendar display, 
screw-down crown, luminous hands 
Variations black/rose-gold ion-plated 
case w/ black/silver dial; stainless- 
steel/black ion-plated finish bezel w/ 
black/silver dial on bracelet ($475); rub- 
ber/stainless-steel strap ($425) 

Price $450 



Bulova 

Model BVA-Se ries 120 
Reference 96A118 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 11.2 mm 
Movement type automatic 
Caliber Bulova 1726 

Base caliber see above, Miyota 82S7 
Special features double open-aperture 
dial, exhibition screw-back case, domed 
sapphire crystal, 24-hour subdial, small 
seconds, luminous hands/markers, me¬ 
tallic hands, locking deployant buckle 
Variations black or brown dial w/ rose- 
gold tone accents and brown leather 
strap ($450) 

Price $499 
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UP TO $499 



Casio 

Model GW3000BB-1 
Reference GW 3QQ0BB-1 
Case resin, stainless steel 

• Water resistance 200 m 

• Length and width 52.5 mm x 49.8 mm 

• Height 15.5 mm 
Movement type quartz 
Caliber Modul e: 5121 
Base caliber see above 

Special features shock resistant, solar 
power, multi-band 6 atomic-time- 
keeping, movement, 1/100-sec. chrono¬ 
graph, world time (29 cities + UTC), 
beeper alarm, 12/24 hour dial 
Price $280 



Citizen 

Model Promaster Diver 
Reference BN0085-01E 
Case stainless steel/black-ion plating 

• Water resistance 300 m 

• Diameter 47 mm 

• Height 14 mm 
Movement type quartz 
Caliber E168 

Base caliber see above 
Special features Eco-Drive, ISO-certified 
movement, nonreflective sapphire 
crystal, rotating bezel, screw-back case, 
screw-down crown 
Price $325 




Casio 

Model PRW25 00-1 
Reference PRW2500-1 
Case resin, stainless steel 

• Water resistance 200 m 

• Length and width 56.3 mm x 50.6 mm 

• Height 15 mm 
Movement type quartz 
Caliber Modul e: 3258 
Base caliber see above 

Special features multi-band 6 atomic 
timekeeping, solar power, world time 
(48 cities), altimeter, barometer, ther¬ 
mometer, tide and moon graph, duplex 
LCD, digital compass, five daily alarms, 
1/100 -sec. stopwatch 
Price $300 



Citizen 

Model Modena 

Reference EW 0970-51B 

Case stainless steel/platinum tone 

• Water resistance 100 m 

• Diameter 26 mm 

• Height 9 mm 
Movement type quartz 
Caliber E013 

Base caliber see above 

Special features Eco-Drive, 23 diamonds, 

date display 

Variations stainless steel gold tone, 
m-o-p dial, 23 diamonds ($465); 
stainless steel two-tone, m-o-p dial, 23 
diamonds ($465) 

Price $425 



Chronotech 

Model Ct.7922am/25 
Reference Ct.7922am/25 
Case stainless steel, PVD rose gold 

• Water resistance N/A 

• Diameter 44 mm 

• Height 12 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph 
Price $469 



Citizen 

Model Stiletto 
Reference AR1124-59E 
Case stainless steel, gold tone 

• Water resistance N/A 

• Diameter 36 mm 

• Height 5 mm 
Movement type quartz 
Caliber G820 

Base caliber see above 

Special features Eco-Drive, sapphire 

crystal, deployant buckle 

Variations stainless steel only with black 

dial ($425); stainless-steel rose gold- 

tone with white dial 

Price $450 
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UP TO $499 



Citizen 

Model Stiletto 

Reference AR3035-56E 

Case stainless steel, black-ion plating 

• Water resistance N/A 

• Diameter 30 mm 

• Height 5.5 mm 
Movement type quartz 
Caliber G870 

Base caliber see above 
Special features Eco-Drive, sapphire 
crystal, deployant buckle 
Variations stainless steel with black dial 
($425); stainless steel two-tone with 
black or white dial ($450) 

Price $475 



Deep Blue 

Model Sun Diver IK 
Reference SD1K 
Case stainless steel 

• Water resistance 1,000 m 

• Diameter 46 mm 

• Height 15 mm 
Movement type automatic 
Caliber Miyota 8215 

Base caliber see above 

Special features sapphire crystal, 

unidirectional bezel, wetsuit extension, 

Super-LumiNova coating 

Variations w/ chronograph, 6 dial color 

options 

Price $399 



Citizen 

Model Perpetual Chrono A-T 

Reference AT4008-01E 

Case stainless steel, black-ion plating 

• Water resistance 200 m 

• Diameter 42 mm 

• Height 13 mm 
Movement type quartz 
Caliber E650 

Base caliber see above 
Special features Eco-Drive, perpetual 
calendar, radio controlled in 5 time 
zones 

Variations stainless steel with black dial 
and black leather strap ($450) 

Price $499 



Deep Blue 

Model Juggernaut 1000m Chronograph 
Reference JG1 KCHR0N0 
Case stainless steel 

• Water resistance 1,000 m 

• Diameter 46 mm 

• Height 16 mm 
Movement type quartz 
Caliber Ronda 5040 D 
Base caliber see above 

Special features chronograph, sapphire 
crystal, 120-dick unidirectional bezel, 
wetsuit extension, Super-LumiNova coa¬ 
ting 

Variations rose gold; PVD black; 
automatic movement 
Price $499 



Danish Design 

Model Iq13q787 
Reference Iql3q787 
Case stainless steel, PVD 

• Water resistance N/A 

• Diameter 40 mm 

• Height 13 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, date 
display 
Price $300 



Deep Blue 

Model Daynight Diver 
Reference DNT 100DVR 
Case stainless steel 

• Water resistance 500 m 

• Diameter 45 mm 

• Height 15 mm 
Movement type automatic 
Caliber Miyota 8215 

Base caliber see above 
Special features tritium T100 gas tubes, 
sapphire crystal, 120-dick unidirec¬ 
tional bezel 
Variations PVD 
Price $499 
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UP TO $499 



Elysse 

Model Agenor 
Reference 69001 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 8 mm 
Movement type quartz 
Caliber Ronda 706 
Base caliber see above 

Special features moon-phase display, 
leather strap 
Price $395 



Equipe 

Model EV302 
Reference EV302 
Case stainless steel 

• Water resistance N/A 

• Diameter 43 mm 

• Height 12 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features date display, 
tachymeter, hinged lugs, Corvette Grand 
Sport 
Price $449 




Elysse 

Model Artos 
Reference 18005 
Case stainless steel 

• Water resistance 30 m 

• Diameter 43 mm 

• Height 13 mm 
Movement type quartz 
Caliber Miyota 0S21 
Base caliber see above 

Special features chronograph, date 

display 

Price $395 



Equipe 

Model EV405 
Reference EV405 
Case stainless steel 

• Water resistance N/A 

• Diameter 42 mm 

• Height 12 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, date 
display, Corvette Z06 
Price $449 



Equipe 

Model Q301 
Reference Q301 
Case stainless steel 

• Water resistance N/A 

• Diameter 46 mm 

• Height 13 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 

Special features chronograph, day/date 

display 

Price $349 



ESQ by Movado 

Model Filmore 
Reference 7101388 
Case stainless steel 

• Water resistance 30 m 

• Diameter 28 mm x 21 mm 

• Height N/A 
Movement type quartz 
Caliber Ronda 785 
Base caliber see above 

Special features silver-tone metallic dial 
with Roman numeral indices, silver- 
colored leather strap 
Price $250 
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UP TO $499 



ESQ by Movado 

Model Beacon 
Reference 7301392 
Case stainless steel 

• Water resistance 50 m 

• Diameter 42.6 mm 
■ Height N/A 
Movement type quartz 
Caliber Ronda 505 
Base caliber see above 

Special features dial with painted Arabic 
indices, black-leather strap 
Price $295 



ESQ by Movado 

Model Sport Classic 
Reference 7301390 
Case stainless steel, aluminum 

• Water resistance 30 m 

• Diameter 42 mm 

• Height N/A 
Movement type quartz 
Caliber Ronda 5030.D 
Base caliber see above 

Special features chronograph, printed 
indices on dial, silicon strap 
Price $395 



ESQ by Movado 

Model Venture 
Reference 7101381 
Case stainless steel 

• Water resistance 30 m 

• Diameter 21 mm 

• Height N/A 
Movement type quartz 
Caliber Ronda 762 
Base caliber see above 

Special features white m-o-p dial with 
Roman numeral indices, stainless-steel 
link bracelet 
Price $350 



ESQ by Movado 

Model Bracer 
Reference 7301369 

Case rose-gold ion-plated stainless steel 

• Water resistance 50 m 

• Length and width N/A 

• Height N/A 
Movement type quartz 
Caliber Ronda 5030.D 
Base caliber see above 

Special features chronograph, Arabic 
indices on dial, silicon strap 
Price $495 



ESQ by Movado 

Model Beacon 

Reference 7301391 

Case ion-plated stainless steel 

• Water resistance 50 m 

• Diameter 42.6 mm 
■ Height N/A 
Movement type quartz 
Caliber Ronda 505 
Base caliber see above 

Special features dial with painted Arabic 
indices, brown calfskin leather strap 
Price $350 



Folli Follie 

Model Waterchamp 
Reference WF 1Y002ZDU 
Case black PVD, rubber 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 5 mm 
Movement type quartz 
Caliber Miyota 2415 
Base caliber see above 
Special features stainless-steel 
luminous hour and minute hands on 
dial, rubber strap 

Variations available in orange, red, 
white and yellow 
Price $250 
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UP TO $499 



Folli Follie 

Model Compass 
Reference WT0T010SEW 
Case stainless steel 

• Water resistance 50 m 

• Diameter 50 mm 

• Height 7 mm 
Movement type quartz 
Caliber Miyota 0S20 
Base caliber see above 
Special features dial with Arabic 
numerals, leather strap 
Variations available with black dial 
($290) 

Price $260 



Guess 

Model U10593L1 
Reference U1Q 593L1 
Case brass 

• Water resistance N/A 

• Length and width 37 mm x 29 mm 

• Height 9 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features diamonds on bezel 
Price $105 




Folli Follie 

Model Toro Nero 
Reference WT 0Y016SEK 
Case black PVD 

• Water resistance 30 m 

• Diameter 45 mm 

• Height 9 mm 
Movement type quartz 
Caliber Miyota 0S20 
Base caliber see above 

Special features chronograph, luminous 
hands and indices on dial, leather strap 
Variations available in stainless-steel 
bracelet with white or black dial ($340); 
stainless steel with black leather strap 
($285) 

Price $315 



GL’ESS 9 


Guess 

Model U11666G2 
Reference U116 66G2 
Case brass 

• Water resistance 100 m 

• Diameter 46 mm 

• Height 13 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features sunray finish, leather 
strap, 10-year limited warranty 
Price $115 



Folli Follie 

Model Ace 

Reference WT 6R043BEW 

Case rose-gold plated, stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 5 mm 
Movement type quartz 
Caliber Miyota 0S20 
Base caliber see above 

Special features chronograph, rose-gold 
plated luminous hands, Arabic numerals 
Variations available in yellow-gold 
plated stainless steel and stainless steel 
only 

Price $380 



Guess 

Model U14504G1 
Reference U14 504G1 
Case stainless steel 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 13 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, date 
display 
Price $145 
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UP TO $499 



Guess 

Model U17519G1 
Reference U17519G1 
Case silver-tone brass 

• Water resistance 100 m 

• Diameter 46 mm 

• Height 15 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, date 
display 
Price $175 



Hector 

Model Hector 
Reference 665002 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 

• Height 11 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features date display, 
chronograph, 24-hour subdial 
Price $420 



Haurex 

Model Caimano PC 

Reference N13 54UN0 

Case polycarbonate, stainless-steel core 

• Water resistance 100 m 

• Diameter 45 mm 

• Height 12 mm 
Movement type quartz 
Caliber Miyota 2453 
Base caliber see above 
Special features date display 
Price $400 



Issey Miyake 

Model silav005 
Reference silav005 
Case stainless steel 

• Water resistance N/A 

• Diameter 38 mm 

• Height 11 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features minute and numbers 
fade out as time passes 
Price $420 



Hector 

Model Hector 
Reference 665274 
Case stainless steel 

• Water resistance 100 m 

• Diameter 44 mm 

• Height 11 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features date display, block 
sunray dial, luminous hands, brushed 
and polished black PVD case, rose-gold 
screws on bezel 
Price $249 



Luminox 

Model Steel Colormark Series 
Reference 3165 
Case stainless steel 

• Water resistance 200 m 

• Diameter 44 mm 

• Height 12.7 mm 
Movement type quartz 
Caliber Ronda 515 HH6 
Base caliber see above 

Special features Luminox Light Techno¬ 
logy battery, PC carbon fiber reinforced 
on rotating bezel, 12-hour colored LLT 
protected by metalized sapphire win¬ 
dow, stainless-steel caseback, hardened 
mineral glass 
Price $475 


180 WatchTime Buyer’s Guide 2012 



























































UP TO $499 





Movado 

Model Movado Bold 
Reference 3600055 

Case TR 90 composite material, stainless 
steel 

• Water resistance 30 m 

• Diameter 36 mm 
■ Height N/A 
Movement type quartz 
Caliber Ronda 502 
Base caliber see above 

Special features Museum dial, TR90 
composite material, stainless-steel 
bracelet 
Price $495 



NakedWatch 

Model Maxwell SE 
Reference NW-1016-SE 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12 mm 
Movement type automatic 
Caliber NW-21 96, PTS 
Base caliber see above 
Special features skeletonized 
multi-function with date, 24-hour 
display, exhibition caseback 
Price $365 



Movado 

Model Movado Bold 
Reference 3600070 
Case aluminum 

• Water resistance 30 m 

• Diameter 43.75 mm 

• Height N/A 
Movement type quartz 
Caliber Ronda 502 
Base caliber see above 

Special features museum dial, silicon 
strap 

Price $395 



NakedWatch 

Model Maxwell RG 

Reference NW -1016-RG 

Case stainless steel, rose-gold accents 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 12 mm 
Movement type automatic 
Caliber NW-21 96, PTS 
Base caliber see above 

Special features skeletonized multi¬ 
function with date and 24-hour display, 
exhibition caseback, rose-gold accents 
Price $380 


Movado 

Model Museum Classic 
Reference 606502 
Case stainless steel 

• Water resistance 30 m 

• Diameter 40 mm 
■ Height N/A 
Movement type quartz 
Caliber ETA F0 6.111 
Base caliber see above 

Special features Museum dial, black 
calfskin leather strap 
Price $495 



Obaku 

Model V100GCIRN 
Reference V1Q QGCIRN 
Case stainless steel 

• Water resistance N/A 

• Diameter 38 mm 

• Height 8 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features day and date displayed 
in sub-dials 
Price $169 
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UP TO $499 



Police 

Model Enforce 
Reference PL.12699JSB/02 
Case stainless steel, IP 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 7.4 mm 
Movement type quartz 
Caliber 9232/1920 
Base caliber see above 
Special features chronograph 
Price $250 



Pulsar 

Model Men's Chronograph 
Reference PT3075 
Case stainless steel 

• Water resistance N/A 

• Diameter N/A 

• Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, date dis¬ 
play_ 

Price $125 



Police 

Model Hydra 

Reference PL.13076JPCL/04 
Case plastic 

• Water resistance 30 m 

• Length and width N/A 

• Height 12.4 mm 
Movement type quartz 
Caliber PC2Q 

Base caliber see above 
Price $325 



Pulsar 

Model Men's Chronograph 
Reference PT3035 
Case stainless steel 

• Water resistance N/A 

• Diameter N/A 

• Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features chronograph, date dis¬ 
play_ 

Price $150 



Police 

Model Hammerhead 
Reference PL.13088JS/04 
Case stainless steel 

• Water resistance 30 m 

• Length and width N/A 

• Height 12 mm 
Movement type quartz 
Caliber K62/132 

Base caliber see above 
Price $425 



Pulsar 

Model Ladies' Dress Sport 
Reference PXT895 
Case stainless steel 

• Water resistance N/A 

• Diameter N/A 

• Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features ceramic bezel, date 
display 
Price $165 
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UP TO $499 



Reactor 

Model Atom 
Reference 68006 
Case stainless steel, PVD 

• Water resistance 200 m 

• Diameter 42.25 mm 

• Height 15.5 mm 
Movement type quartz 
Caliber Miyota 2305 
Base caliber see above 
Special features luminescent 
Super-LumiNova dial markers and 
hands, screw-down crown 
Variations stainless-steel bracelet, 
leather band and IPB with rubber band 
Price $300 



Reactor 

Model Trident 
Reference 59524 
Case stainless steel, PVD 

• Water resistance 200 m 

• Diameter 40 mm 

• Height 13.2 mm 
Movement type quartz 
Caliber Miyota 2S65 
Base caliber see above 

Special features 10-year battery life, 
Never Dark Dial technology, Super-Lumi- 
Nova coating, tritium tubes, screw-down 
crown, unidirectional timing bezel 
Variations rubber strap ($400) 

Price $450 




Reactor 

Model Fusion 2 
Reference 95001 
Case stainless steel, PVD 

• Water resistance 100 m 

• Length and width 39 mm x 47.5 mm 

• Height 13.5 mm 
Movement type quartz 
Caliber Miyota 2315 
Base caliber see above 

Special features matte case, bracelet 
and dial finish, luminescent Super-Lumi- 
Nova dial markers and hands, screw- 
down crown 

Variations stainless-steel blue dial and 
stainless-steel anthracite dial ($350); 

IPB w/ silver dial 
Price $400 



Reactor 

Model Gamma 
Reference 53303 

Case stainless steel, two-tone IP blue 

• Water resistance 300 m 

• Diameter 45.5 mm 

• Height 13.8 mm 
Movement type quartz 
Caliber Miyota 2S65 
Base caliber see above 

Special features 10-year battery life, 
Super-LumiNova coated hands and mar¬ 
kers, unidirectioncal turning bezel, 
screw-down crown 

Variations two-tone IPB; stainless-steel 
bracelet or IPB with rubber ($400) 

Price $450 



Reactor 

Model Quark 
Reference 66101 
Case stainless steel 

• Water resistance 200 m 

• Diameter 35 mm 

• Height 15.5 mm 
Movement type quartz 
Caliber Miyota 2105 
Base caliber see above 

Special features black m-o-p dial w/ 
two-tone rose gold, luminescent 
Super-LumiNova dial markings and 
hands, screw-down crown 
Variations w/ blue m-o-p, white and 
pearl dials ($350); diamond version 
($1,450) 

Price $400 



Sector 

Model Expander 90 
Reference R3271697027 
Case stainless steel, Technoresin 

• Water resistance 100 m 

• Diameter 40 mm 
«Height N/A 
Movement type quartz 
Caliber ISA 8171/202 
Base caliber see above 


Special features chronograph, date dis¬ 
play, unidirectional rotating bezel, 
tachymeter scale, fabric and leather 
strap 
Price $195 
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UP TO $499 



Sector 

Model Black Eagle 
Reference R52 71689125 
Case stainless steel 

• Water resistance 50 m 

• Diameter 46 mm 
■ Height N/A 
Movement type quartz 
Caliber ISA 817 1/202 
Base caliber see above 

Special features chronograph, date dis¬ 
play, military green fabric strap 
Price $275 



Seiko 

Model Solar Tressia 
Reference SUP084 
Case stainless steel 

• Water resistance N/A 

• Diameter N/A 

• Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features solar movement, 
diamonds on bezel 
Price $250 



Sector 

Model Dual Time 
Reference R5251102055 
Case stainless steel 

• Water resistance 100 m 

• Diameter 48 mm 
■ Height N/A 
Movement type quartz 
Caliber 2015 a nd 2025 
Base caliber see above 

Special features dual time, internal 
rotating ring with world cities, operates 
with additional crown, leather strap, 
special packaging 
Price $325 



Seiko 

Model Premier 
Reference SXDE01 
Case stainless steel 

• Water resistance N/A 

• Diameter 28 mm 

• Height N/A 
Movement type quartz 
Caliber 7N82 

Base caliber see above 
Special features date display 
Price $375 



Sector 

Model Pilot Master 
Reference R5271679065 
Case stainless steel 

• Water resistance 100 m 

• Diameter 45 mm 
■ Height N/A 
Movement type quartz 
Caliber Calibe r JS25 
Base caliber see above 

Special features chronograph, date 
display, unidirectional rotating bezel, 
screw-down caseback, crown and 
pushers, leather strap 
Price $395 



Seiko 

Model Solar Aviator Alarm Chronograph 
Reference SSC008 
Case stainless steel 

• Water resistance N/A 

• Diameter N/A 

• Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 

Special features solar movement, date 

display 

Price $425 
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UP TO $499 



Seiko 

Model Sportura Alarm Chronograph 
Reference SN/AE67 
Case stainless steel 

• Water resistance 100 m 

• Diameter 42 mm 
■ Height N/A 
Movement type quartz 
Caliber 7T62 

Base caliber see above 
Special features chronograph 
Price $495 



Swatch 

Model Flaky Grey 
Reference GM175 
Case plastic 

• Water resistance 30 m 

• Diameter 34 mm 

• Height 9 mm 
Movement type quartz 
Caliber ETA 500.105 
Base caliber see above 
Special features silver-colored 
metalized plastic strap 

Price $50 




Seiko 

Model Coutura 
Reference SN/AE57 
Case stainless steel 

• Water resistance N/A 

• Diameter N/A 

• Height N/A 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features alarm chronograph, 
date display 
Price $495 



Swatch 

Model Blue Effect 
Reference YGN 4002 
Case aluminum 

• Water resistance 30 m 

• Diameter 37.4 mm 

• Height 10.4 mm 
Movement type quartz 
Caliber ETA 51 2.101 
Base caliber see above 

Special features silicon strap with an 
aluminum buckle 
Price $105 



Suunto 

Model Quest 
Reference SSQ 18154Q00 
Case plastic 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 13 mm 
Movement type quartz 
Caliber ETA A0 7.171 
Base caliber see above 

Special features includes heart rate 
monitor (HRM, Movestick Mini to transfer 
data to Movescount.com) 

Variations Quest Pack (Foot Pod, HRM, 
Movestick Mini and watch) ($329); Quest 
Speed Pack 
Price $275 



Swatch 

Model Metal Knit 
Reference SFM118M 
Case plastic 

• Water resistance 30 m 

• Diameter 34 mm 

• Height 3.9 mm 
Movement type quartz 
Caliber ETA 59 9.001 
Base caliber see above 

Special features stainless-steel bracelet 
with adjustable Milanese clasp 
Price $120 
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UP TO $499 



Swatch 

Model Full-Blooded Smoky Black 
Reference SVCF400QAG 
Case plastic 

• Water resistance 30 m 

• Diameter 43.1 mm 

• Height 12.8 mm 
Movement type quartz 
Caliber ETA 911.253 
Base caliber see above 
Special features chronograph 
Price $160 



Swiss Military 

Model Hawk 

Reference 06-4H1-04-004 
Case stainless steel, PVD 

• Water resistance 100 m 

• Diameter 48 mm 

• Height 11 mm 
Movement type quartz 
Caliber Ronda 

Base caliber see above 
Special features chronograph, textured 
rubber band, luminous hands and dial 
markers 

Variations color options available 
Price $495 



Swatch 

Model Grey Coat 
Reference YCM4001AG 
Case aluminum 

• Water resistance 30 m 

• Diameter 40 mm 

• Height 12.3 mm 
Movement type quartz 
Caliber ETA 750.211 
Base caliber see above 
Special features chronograph 
Price $175 



TechnoMarine 

Model Cruise Original 

Reference 111004 
Case stainless steel 

• Water resistance 200 m 

• Diameter 45 mm 

• Height N/A 
Movement type quartz 
Caliber Miyota 0S60 
Base caliber see above 
Special features chronograph 
Price $450 



Swiss Military 

Model Ladies Sealander 
Reference 06-6S1-04-009 
Case stainless steel 

• Water resistance 100 m 

• Diameter 36 mm 

• Height 11.5 mm 
Movement type quartz 
Caliber Ronda 

Base caliber see above 
Special features three-hand timepiece 
w/ unidirectional rotating bezel marked 
in 5-minute increments, raised Arabic 
numbers on dial, date display 
Price $295 



Thunderbirds 

Model 1Q48-01-eQ9s 
Reference 1048-01-e09s 
Case stainless steel 

• Water resistance N/A 

• Diameter 43 mm 

• Height 19 mm 
Movement type quartz 
Caliber quartz 

Base caliber see above 
Special features chronograph, 
tachymeter, date display 
Price $300 
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UP TO $499 



Timex 

Model Weekender Slip Thru 
Reference T2N649 
Case silvertone brass 

• Water resistance 30 m 

• Diameter 38 mm 

• Height 9 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features 24-hour time, 
interchangeable slip-thru nylon straps 
Variations 10 styles (8 with nylon 
straps), two with stainless-steel 
bracelets 
Price $40 



Tissot 

Model Couturier Lady 
Reference T0352101605100 
Case stainless steel 

• Water resistance 30 m 

• Diameter 32 mm 

• Height 8.1 mm 
Movement type quartz 
Caliber ETA F05.111 
Base caliber see above 
Special features date display 
Price $325 




Timex 

Model Intelligent Quartz T-Series 
Fly-Back Chrono 
Reference T2N700 

Case stainless steel with black IP finish 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 12 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features drives up to four 
independently powered hands, fly-back 
chronograph, Indiglo night-light, 
natural-oiled leather strap 
Variations white dial; black leather strap 
w/white or black dial 
Price $165 



Tissot 

Model Tradition 
Reference T0636101106700 
Case stainless steel 

• Water resistance 30 m 

• Diameter 42 mm 

• Height 7.47 mm 
Movement type quartz 
Caliber ETA F06.111 
Base caliber see above 
Special features date display 
Price $350 



Timex 

Model Intelligent Quartz Tide 
Temperature Compass 
Reference T49861 
Case stainless steel 

• Water resistance 100 m 

• Diameter 46 mm 

• Height 13.5 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features drives up to four 
independently powered hands, tide 
tracker, temperature sensors, electronic 
compass 

Variations gray and black versions 
Price $170 



Tissot 

Model TXL Lady 
Reference TQ6 13101603101 
Case stainless steel 

• Water resistance 30 m 

• Length and width 28.5 mm 

• Height 8.27 mm 
Movement type quartz 
Caliber ETA F05.111 
Base caliber see above 
Special features date display 
Price $450 
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UP TO $499 



Tsumori Chisato 

Model SilcfOQ2 

Reference Silcf002 

Case stainless steel, gold plating 

• Water resistance N/A 

• Diameter 36 mm 

• Height 11 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features sun and moon disK, 
chronograph 
Price $390 



USMC Marines Wrist 
Armor 

Model C3 Chronograph 
Reference WA131 
Case stainless steel 

• Water resistance 300 m 

• Diameter 44 mm 

• Height 13.5 mm 
Movement type quartz 
Caliber ISA TR ONIC 
Base caliber see above 

Special features split time chronograph, 
rotating bezel, crown fender, stainless- 
steel bracelet, nonreflective mineral 
crystal, screw-down crown 
Variations leather, nylon and silicon 
straps optional; stainless-steel mesh 
bracelet ($395) 

Price $350 



USMC Marines Wrist 
Armor 

Model Cl Mesh 
Reference W113 
Case stainless steel 

• Water resistance 200 m 

• Diameter 46 mm 

• Height 13.5 mm 
Movement type quartz 

Caliber Ronda Swiss Movement 3H 
Base caliber see above 
Special features crown fender, K1 
nonreflective mineral crystal, adjustable 
stainless-steel mesh bracelet 
Variations on nylon, silicon or leather 
strap ($195); on stainless-steel link 
bracelet with black, tan, and navy dial 
colors 
Price $250 



Victorinox Swiss Army 

Model Alliance 
Reference 241474 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 8.95 mm 
Movement type quartz 
Caliber Ronda 715 
Base caliber see above 

Special features nonreflective sapphire 
crystal, luminous hands, applied 
numerals and indexes, date display 
Variations black dial and brown strap; 
stainless-steel bracelet with black or 
silver dial ($475); two-tone bracelet 
($575) 

Price $425 



USMC Marines Wrist 
Armor 

Model C4 Instrument 
Reference WA142 

Case stainless steel, black IP plated 

• Water resistance 200 m 

• Diameter 46 mm 

• Height 13.5 mm 
Movement type quartz 
Caliber Ronda 

Base caliber see above 
Special features crown fender, K1 
nonreflective mineral crystal 
Variations available with silicon; nylon 
and leather strap; with date 
Price $275 



Victorinox Swiss Army 

Model Victoria 
Reference 241522 
Case stainless steel 

• Water resistance 100 m 

• Diameter 28 mm 

• Height 7.15 mm 
Movement type quartz 
Caliber Ronda 775 
Base caliber see above 

Special features nonreflective sapphire 
crystal, luminous hands, date display 
Variations off-white, charcoal and black 
dials 

Price $495 
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UP TO $499 



Wenger 

Model Commando 
Reference 70172 
Case stainless steel 

• Water resistance 100 m 

• Diameter 40 mm 

• Height 11 mm 
Movement type quartz 
Caliber Ronda 517 
Base caliber see above 

Special features day/date display, 
luminous hands, numerals and markers, 
scratch-resistant mineral crystal, 
silicon strap 
Price $275 



Wenger 

Model Battalion Field Chrono 
Reference 70790 
Case stainless steel 
• Water resistance 100 m 



• Diameter 42 mm 

• Height 12 mm 
Movement type quartz 
Caliber ETA-G1 0 

Base caliber see above 
Special features 30-minute chronograph 
function, date display, tachymeter 
measures speed over known distances, 
luminous hands and markers, silicon 
strap 

Price $425 



Wenger 

Model Squadron GMT 
Reference 77075 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 11 mm 
Movement type quartz 
Caliber Ronda 515.24H 
Base caliber see above 

Special features military time, 2nd time 
zone, luminous hands and numerals, 
scratch-resistant sapphire crystal 
Price $350 



Wenger 

Model Squadron Chrono 
Reference 77050 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 11 mm 
Movement type quartz 
Caliber Ronda 5030D 
Base caliber see above 

Special features 12-hr. chronograph 
function, date display, luminous hands, 
numerals and markers, unidirectional 
rotating bezel measures elapsed time, 
scratch-resistant sapphire crystal, 
silicon strap 
Price $495 



Wenger 

Model LED Nomad 
Reference 70430 
Case stainless steel 

• Water resistance 100 m 

• Diameter 43 mm 

• Height 15 mm 
Movement type quartz 
Caliber Ronda 763 custom 
Base caliber see above 

Special features LED digital day, date, 
time and compass heading in degrees, 
luminous numerals, scratch-resistant 
sapphire crystal, silicon strap 
Price $395 



YES 

Model Luna 
Reference A700.3 
Case titanium 

• Water resistance 50 m 

• Length and width 42 mm x 36 mm 

• Height 11 mm 
Movement type quartz 
Caliber N/A 

Base caliber see above 
Special features AM/PM or 2,400-H0UR 
format, times for sunrise, sunset, moon- 
rise moonset and % lunar phase, keeps 
month, day, year, range of alarms 
Price $495 


WatchTime Buyer’s Guide 2012 189 



























































Some watch brands can be real tongue-twisters. So can 
some watch terms, especially the ones borrowedfrom 
French, the language of watchmaking. Here are some 
of the more nettlesome names and words, with phonetic 
pronunciations on the right. 


WATCH BRANDS 

Custos 

COO stohs 



Cyma 

SEE muh 

A. Lange & Sohne 

ah LAHN guh und ZO nuh 

Daniel Roth 

Roth: ROTE 

Alpina 

al PEE nuh 

De Bethune 

deh bet OON 

Armand Nicolet 

are MAHND NIK 0 lay 

DeWitt 

dehVITT 

Audemars Piguet 

AWE duh mahr PEE gay 

Doxa 

DOXuh 

Baume & Mercier 

BOWM and MURSEee ay 

Dubey & 

due bay and SHALL 

Bedat 

BAY dah 

Schaldenbrand 

den brand 

Blancpain 

BLAHNKpan 

Ebel 

ee BELL 

Bovet 

BO vay 

Favre-Leuba 

FAHV LUBEuh 

Breguet 

BREHgay 

F.P. Journe 

Journe: ZHURN 

Breitling 

BRITE ling 

Franck Muller 

FRAHNK MYOU ler 

Bulova 

BULLuh vuh 

Frederique Constant FRED ur eek con STAHNT 

Bulgari 

BUL guh ree 

Gerald Genta 

Genta: JEN tuh 

Carl F. Bucherer 

Bucherer: BOO kur ur 

Girard-Perregaux 

zhee RAHRD PAIR uh go 

Cartier 

KARR tee ay 

Glashiitte Original 

glass HOO tuh or ig in AHL 

Chopard 

show PARD 

Glycine 

GLY seen 

Corum 

KORum 

Greubel Forsey 

GROIB uhl FORCE ee 

Cuervo y Sobrinos 

KWERvoeeso BREE 

Hublot 

Ublow 


nohs 

Hysek 

HIGH sek 


IWC Schaffhausen 

shaft HOWZ in 

Jaeger-LeCoultre 

zheyZHER lehKOOLT 

Jaquet Droz 

ZHOCKay DROH 

Jean Dunand 

ZHAHN due NAHND 

JeanRichard 

zhahn ree SHARD 

Kobold 

KO bald 

Limes 

lee MEZ 

Longines 

LAWN jeen 

Louis Moinet 

loo ee mwah NAY 

Louis Vuitton 

lou ee vweeTAHN 

Maurice Lacroix 

Lacroix: LAH KWAH 

Mido 

MEE doe 

Milus 

MEE loos 

Montblanc 

MOHNTBLAHNK 

Moser 

MOzer 

Movado 

muh VAH doe 

Miihle Glashiitte 

MEW luh glass HOO tuh 

Nomos 

NO mose 

Officine Panerai 

off ih CHEE nay PAN ur eye 

Omega 

0 MAY guh 

Parmigiani Fleurier 

pahrmihZHAH nee FLURee ay 

Patek Philippe 

pah TEK fill EEP 

Paul Picot 

Picot: pih CO 

Perrelet 

PAIR eh lay 

Piaget 

pee ah ZHAY 

Rado 

RAH doe 

Ralph Lauren 

Lauren: LOR en 
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Richard Mille 

REE shard MEEHL 

Roger Dubuis 

roe ZHERdoBWEE 

Seiko 

SAYko 

Sinn 

ZIN 

TAG Heuer 

TAG HOI ur 

Tissot 

TEE so 

Tutima 

TOOtih muh 

Ulysse Nardin 

you LEESE nahr DAN (The 
last syllable is spoken 
with a short, nasal “a” 
with no real equivalent 
in English. The “n” is not 
pronounced fully, but cut 
off in the back of the 
mouth as soon as it be¬ 
gins.) 

Universal Geneve 

Geneve: jeh NEV 

Vacheron Constantin VASH er ahn kon stan TAN 
(For last syllable, see note 
for “Ulysse Nardin”) 

Van Cleef & Arpels 

Arpels: ahr PELL 

Victorinox 

vick TOR ih nox 

Vulcain 

VULLCAN 

Wenger 

WEN ger 

Wittnauer 

WIT now ur 

Xemex 

ZEM ex 

Zenith 

ZEH nith 


WATCH TERNS 


anglage 

ahn GLAHZH (the “ge” at the end is pronoun¬ 
ced like the “Zs’s” in “Zsa Zsa Gabor”) 

carree 

care AY 

chablon 

sha BLOHN (The “OHN” is pronounced with a 
nasal sound for which there is no exact equi¬ 
valent in English. The “N” is not pronounced 
fully.) 

chaton 

sha TOHN (The “TOHN” is pronounced with a 
nasal sound for which there is no exact equi¬ 
valent in English. The “N” is not pronounced 
fully.) 

chronometer 

kruh NOM ih ter 

Contrdle officiel des Suisse (hronometres 

kon TROLE oh fish eeELLE day SWEE SE kro no 
MET 

cotes de Geneve 

KOTEduhje NEV 

dauphine 

doe FEEN 

ebauche 

ay BOSHE 

feuille 

foy 

foudroyante 

foo droy AHNT 

fusee 

fyu ZAY 


guilloche 

gee (hard “g”) oh SHAY 

ligne 

LEEHN ye (The “ye” is cut off so quickly that it 
is almost inaudible.) 

manufacture 

man u fak TUHRE 

monopoussoir 

mah no poo SWAHR 

perlage 

pur LAHZH (See “anglage” above.) 

Poincon de Geneve 

pwan SOHN duh je NEV (The “pwan” is prono¬ 
unced with a nasal sound that has no precise 
equivalent in English. The “n” at the end of 
the syllable is not pronounced completely.) 

quantieme perpetuel 

KAHNT ee em per PEH tyoo ELLE 

rattrapante 

rahtrah PONT 

remontoir 

ruh mon TWAHR 

repassage 

ray pah SAHZH (See “anglage” above.) 

reserve de marche 

ruh ZERV duh MARSH 

sonnerie 

sohn ur EE 

tachymeter 

tak IH muh ter 

telemeter 

tel EM ih ter 

tourbillon 

TOUR bee ohn 



INDEX 


A 

A.LANGE & SOHNE 

www.alange-soehne.com 

on page: 34, 54, 58, 66, 74 

ALFEX 

www.alfex.com 

on page: 146,158 

ALPINA 

www.alpina-watches.com 

on page: 146 

ANGULAR MOMENTUM 

www.angularmomentum.com 

on page: 58, 74, 92 

ANONIMO 

www.anonimousa.com 

on page: 74, 92, 116, 134 

ARCHIMEDE 

www.archimede-uhren.de 

on page: 146,158 

ARMIN STROM 

www.arminstrom.com 

on page: 54, 66, 74, 92 

AUDEMARS PIGUET 

www.audemarspiguet.com 

on page: 34, 54, 58, 66 

AUTRAN & VIALA 

www.autran-viala.de 

on page: 146,158 

AZIMUTH 

www.azimuthwatch.com 

on page: 93,116,134 

B 

BALL 

www.ballwatch.com 

on page: 93, 116, 126, 134 

BAUME & MERCIER 

www.baume-et-mercier.com 

on page: 93, 116, 126, 135 


BELL & ROSS 

www.bellross.com 

on page: 35, 93, 94, 117, 126, 135 

BERTOLUCCI 

www.bertolucci-watches.com 

on page: 94,117,135 

BLANCPAIN 

www.blancpain.com 

on page: 35, 54, 59, 66, 67, 74 

BOCCIA TITANIUM 

www.boccia.com 

on page: 158,174 

BOTTA DESIGN 

www.rufuslin.com 

on page: 159 

BOVET 

www.bovet.com 

on page: 38, 67 

BREGUET 

www.breguet.com 

on page: 38, 59, 67, 75 

breTl 

www.breil.com 

on page:174 

BREITLING 

www.breitling.com 

on page: 94 

BREMONT 

www.bremont.com 

on page: 75,127 

BRM 

www.brm-manufacture.com 

on page: 38, 59, 75, 95, 117 

BULGARI 

www.bulgari.com 

on page: 38, 39, 59, 60, 67, 75, 95, 96 

BULOVA 

www.bulova.com 

on page: 146, 159, 174 

BULOVA ACCUTRON 

www.bulova-accutron.com 

on page: 118,146,159 


c 

CARL F. BUCHERER 

www.carl-f-bucherer.com 

on page: 60, 76, 96 

CARTIER 

www.cartier.com 

on page: 39, 54, 60, 67, 76, 96, 97 

CASIO 

www.casiousa.com 

on page: 160,175 

CHOPARD 

www.chopard.com 

on page: 39, 40, 60, 68, 76, 97 

CHRONOSWISS 

www.chronoswiss.com 

on page: 68, 77, 97, 98, 118, 127 

CHRONOTECH 

www.watchwear.com 

on page: 160,175 

CITIZEN 

www.citizenwatch.com 

on page: 127, 160, 161, 175, 176 

CONCORD 

www.concord.ch 

on page: 40, 98 

CORUM 

www.corum.ch 

on page: 40, 41, 55, 78 

CUERVO YSOBRINOS 

www.cuervoysobrinos.com 

on page: 78,118 

CVSTOS 

www.cvstos.com 

on page: 68,78 

D 

D. FREEMONT 

www.dfreemontwatches.com 

on page: 147 


DANISH DESIGN 

www.watchwear.com 

on page:176 


DAVID YURMAN 

www.davidyurman.com 

on page: 41, 61, 68, 98, 99, 119 


DAVOSA 

www.davosa.com 

on page: 135, 147, 161 


DEBETHUNE 

www.debethune.com 

on page: 41 


DEGRISOGONO 

www.degrisogono.com 

on page: 42, 68 


DEEP BLUE 

www.deepbluewatches.com 

on page: 147, 148, 162, 176 


DEFAKTO 

www.defakto-uhren.de 

on page: 162 


DEWITT 

www.dewitt.ch 

on page: 42, 61, 69 


DIOR 

www.dior.com 

on page: 42, 55, 61, 69, 78, 79, 99, 
119,127 


DODANE 

www.totallyworthit.com 

on page: 99,127 


DOXA 

www.doxawatches.com 

on page: 128,136 




EBEL 

www.ebel.com 

on page: 69, 79, 99, 119, 128, 136 


EBERHARD & CO. 

www.eberhard-co-watches.ch 

on page: 79,100 


ELYSEE 

www.elyseeusa.com 

on page: 162,177 

EOUIPE 

www.watchwear.com 

on page: 162,177 

ERNEST BOREL 

www.ernestborel.ch 

on page: 119, 128, 136, 137, 148, 163 

ERNST BENZ 

www.ernstbenz.com 

on page: 100,101,119,120 

ESQ 

www.movado.com 

on page: 163, 177, 178 

ETERNA 

www.eterna.ch 

on page: 69, 79, 80, 101, 120 

F 

F.P. JOURNE 

www.fpjourne.com 

on page: 42, 43 

fend! 

www.fendi.com 

on page: 61, 120, 148, 149, 164 

FOLLIFOLLIE 

www.follifollie.us.com 

on page: 178,179 

FORTIS 

www.fortis-watches.com 

on page: 101,120,121,149 

FRANC VILA 

www.francvila.com 

on page: 55 

FRANCK MULLER 

www.franckmuller.com 

on page: 43, 80 

FREDERIQUE CONSTANT 

www.frederique-constant.com 

on page: 55, 102, 128, 137 


192 WatchTime Buyer’s Guide 2012 


INDEX 


r 

H3 TACTICAL 

. 1 

LINDE WERDELIN 

U 

www.watchwear.com 

on page: 164 

J 

www.lindewerdelin.com 

on page: 83, 84 

GALLET 

HABRING2 

JACOB & CO. 

~ LINKS OF LONDON 

www.galletwatch.com 

on page: 43, 61 

www.habring2.com 

on page: 103, 104, 121 

www.jacobandco.com 

on page: 104 

www.linksoflondon.com 

on page: 166 

GC SMART LUXURY 

HAEMMER 

JAEGER-LECOULTRE 

LONGINES 

www.gcwatches.com 

on page: 149,164 

www.haemmer-germany.com 

on page: 165 

www.jaeger-lecoultre.com 

on page: 46, 70, 82, 83, 104 

www.longines.com 

on page:121,129,138 

GERGE 

HAMILTON 

JAQUET DR0Z 

LOUIS ERARD 

www.gergeswiss.com 

on page: 80, 102, 128 

www.hamiltonwatch.com 

on page: 150,165 

www.jaquet-droz.com 

on page: 46, 63, 70, 71, 105 

www.montres-louiserard.ch 

on page: 122, 129, 138, 151 

GEVRIL 

HARRY WINSTON 

JEAN D'EVE 

LOUIS MOINET 

www.gevrilgroup.com 

on page:128 

www.harrywinston.com 

on page: 44, 55, 62, 82 

www.jeandeve.ch 

on page:105,121 

www.louismoinet.com 

on page: 46,71, 84 

GIRARD-PERREGAUX 

HAUREX 

JEAN RICHARD 

LOUIS VUITTON 

www.girard-perregaux.com 

on page: 43, 62, 69, 80, 102 

www.gevrilgroup.com 

on page: 165,180 

www.jeanrichard.com 

on page: 83 

www.louisvuitton.com 

on page: 46, 84, 105, 106, 122 

GLASHUTTE ORIGINAL 

HAUTLENCE 

JOCHEN BENZINGER 

LUMINOX 


MONTBLANC 

www.montblanc.com 

on page: 47, 56, 63, 85, 107, 108, 122, 
130 


MONTREK 

www.montrekwatches.com 

on page: 166 


MONTRES DELUXE 

www.montresdeluxe.com 

on page: 108,167 


MOVADO 

www.movado.com 

on page: 122, 140, 153, 167, 181 


MUHLE GLASHUTTE 

www.muehle-glashuette.de 

on page: 140 


N 


www.glashuette-original.com 

on page: 62, 70, 80, 81, 102, 103 

www.hautlence.com 

on page: 45, 56 

GLYCINE 

HD3 

www.glycine-watch.ch 

on page: 103, 129, 137, 149, 150 

www.hd3complication.com 

on page: 82,104 

GRAHAM-LONDON 

HECTOR 

www.graham-london.com 

on page: 44, 62, 81, 103, 121 

www.gevrilgroup.com 

on page: 180 

GREUBELFORSEY 

HERMES 

www.greubelforsey.com 

on page: 44 

www.hermes.com 

on page: 104 

GUCCI 

HUBLOT 

www.guccitimeless.com 

on page: 137, 138, 150, 164 

www.hublot.com 

on page: 45, 70, 82 

GUESS a 

www.guesswatches.com 

on page: 179,180 

1 

u 

ISSEY MIYAKE 

H 

www.watchwear.com 

on page: 165,180 

H. MOSER S CIE 

ITALIA TECNICA ARTIGIANA 

www.h-moser.com 

on page: 44 

www.watchwear.com 

on page: 165 


www.watchbuvs.comwww.luminox.com 

on page: 71 on page: 139, 151, 152, 166, 180 


K N 


K0B0LD 

MAITRES DU TEMPS 

www.koboldwatch.com 

on page:105,121,138 

www.maitresdutemps.com 

on page: 47 

K0RL0FF PARIS 

MAURICE LACROIX 

www.korloffparis.com 

on page: 71, 105, 129, 138, 151 

www.mauricelacroix.com 

on page: 84, 85, 106, 107, 122, 130, 
139,152 

KRONE 

MECCANICHE VELOCI 

www.kronewatch.com 

on page: 63,71 

www.meccanicheveloci.it 

on page: 85,107 

L 

MEISTERSINGER 

www.watchbuys.com 

on page: 139,152 

LIMES 

“ MIDO 

www.limes-uhren.de 

on page:129,151 

www.mido.ch 

on page: 107, 139, 152, 166 

MK II 

www.mkiiwatches.com 

on page: 152,166 


NAKED WATCH 

www.nakedwatch.com 

on page: 153, 167, 181 


NIVREL 

www.nivrel.com 

on page: 63, 85, 108, 123, 141, 153, 
168 




OAKLEY 

www.oakley.com/watches 

on page: 154,168 


OBAKU 

www.obaku.com 

on page: 181 


0CEAN7 

www.ocean7watchco.com 

on page: 168 


OMEGA 

www.omegawatches.com 

on page: 63, 71, 72, 85, 86, 108, 109, 
123 


WatchTime Buyer’s Guide 2012 193 



INDEX 


OMG 


www.mothergun.com 

on page: 141 


ORIS 


www.oris.ch 

on page: 123, 130, 141, 142, 154 




PANERAI 


www.panerai.com 

on page: 56, 72, 86, 108 


PARMIGIANI 


www.parmigiani.ch 

on page: 47, 72, 86 


PATEK PHILIPPE 


www.patek.com 

on page: 47 


PERRELET 


www.perrelet.com 

on page: 47, 72, 86, 109, 110, 130 


PIAGET 


www.piaget.com 

on page: 48, 56, 63, 64, 72, 86 


PIERRE JUNOND 
SWITZERLAND 


www.pierrejunod.com 

on page: 169 


POLICE 


www.gevrilgroup.com 

on page: 182 


PULSAR 


www.pulsarwatches.com 

on page: 182 




RADO 


www.rado.com 

on page: 131,142,154 


RALPH LAUREN 


www.ralphlaurenwatches.com 

on page: 48, 87, 110, 123, 142 


RAYMOND WEIL 


www.raymond-weil.com 

on page: 124, 131, 143, 155 


REACTOR 


www.reactorwatch.com 

on page: 155, 169, 183 


RESSENCE 


www.totallyworthit.com 

on page: 87 


RGM 


www.rgmwatches.com 

on page: 48, 110, 111, 124, 131, 144 


RICHARD MILLE 


www.richardmille.com 

on page: 48, 50 


RITMOMUNDO 


www.ritmomundo.com 

on page:111 


ROLEX 


www.rolex.com 

on page: 64, 72, 73, 87, 111 


s 


SALVATORE FERRAGAMO 


www.ferragamotimepieces.ch 

on page: 169 


SCALFARO 


www.scalfaro.com 

on page: 50, 87, 112, 124, 131 


SECTOR 


www.sectornolimits.com 

on page: 155, 169, 170, 183, 184 


SEIKO 


www.seikousa.com 

on page: 124, 144, 170, 184, 185 


SPEAKE-MARIN 


www.speake-marin.com 

on page: 51, 88 


SUUNTO 


www.suunto.com 

on page: 185 


SWAROVSKI 


www.swarovski.com 

on page:170 


SWATCH 


www.swatch.com 

on page: 185,186 


SWISS MILITARY 


www.gevril.com 

on page: 170,171,186 


T 


TAG HEUER 


www.us.tagheuer.com 

on page: 112,124,131,144 


TECHNOMARINE 

www.technomarine.com 

on page:155,186 


THUNDERBIRDS 


www.watchwear.com 

on page: 186 


TIMEX 


www.timex.com 

on page: 187 


TISSOT 


www.tissotshop.com 

on page: 155, 156, 171, 187 


TSUMORICHISATO 


www.watchwear.com 

on page: 188 


TUTIMA 


www.tutima.com 

on page: 73, 112, 124, 125, 132, 144, 
156 


u w 


UHR-KRAFT 

WEMPE 

www.watchwear.com 

on page:172 

www.wempe.com 

on page: 132, 145, 157 

ULYSSE NARDIN 

WENGER 

www.ulysse-nardin.com 

on page: 51, 73, 88, 113 

www.wengerna.com 

on page:173,189 

URWERK 

WEST END 

www.urwerk.com 

on page: 51 

www.rufuslin.com 

on page:173 

USMC MARINES WRIST ARMOR 

m m 

www.timequestwatches.com 

on page: 188 

Y 

UTS 


YES 

www.utswatches.com 

on page: 132,145 

www.yeswatch.com 

on page:157, 173, 189 


V z 


VACHERON CONSTANTIN _ 

- ZENITH 

www.vacheron-constantin.com 

on page: 52, 56, 64, 73 www.zenith-watches.com 

on page: 53, 73, 90, 114 


VALENTINO 


www.valentinotimeless.com 

on page: 125, 132, 145, 156 


VAN CLEEF & ARPELS 


www.vancleef-arpels.com 

on page: 52, 53, 64, 89, 113 


VERSACE 


www.gevril.com 

on page: 125,132 


VICTORINOX SWISS ARMY 


www.swissarmy.com 

on page: 145, 157, 172, 173, 188 


VULCAIN 


www.vulcain-watches.com 

on page: 53, 56, 73, 89, 113, 114 


194 WatchTime Buyer’s Guide 2012 




ESSENTIAL GEAR. 

Invented in the United States. Made in Switzerland. 



Colormark Steel Series No. 3153: 44mm, stainless steel case and case back with carbon reinforced 
polycarbonate bezel, tempered scratch resistant mineral crystal, water resistant to 200 meters, signature black 
PU strap, and Luminox self-powered illumination. Swiss Made. Preferred timepiece of outdoor enthusiasts. 

TRY IT BEFORE YOU BUY IT Virtual Reality allows you to try on any Luminox watch 
using a PC or MAC. Try one on today and experience the Luminox Always Visible technology. 


^ALWAYS 

‘..VISIBLE 


Coniiani Glow for up to 25 Yoor» 







Breguet Boutiques opening Fall 2011 in Las Vegas and Miami 


280 NORTH RODEO DRIVE BEVERLY HILLS 310 860-9911 - TOLL FREE 877-403-81 63 - WWW.BREGUET.COM 





